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POST ON BULLETIN BOARD 


THE 1969 EDITION OF TRAINING PUBLICATIONS FOR 
ADVANCEMENT, NAVPERS 10052-Q HAS BEEN RECEIVED. 
THIS PAMPHLET CONTAINS ESSENTIAL REFERENCES AND 
SUPPLEMENTARY TRAINING MATERIALS NEEDED TO COVER 
ALL QUALIFICATIONS FOR ADVANCEMENT. REFERENCES 
LISTED ARE USED AS MAJOR SOURCES OF EXAMINATION 
QUESTIONS IN ADVANCEMENT EXAMS. SEE YOUR EDU- 
CATIONAL SERVICES OFFICER FOR MORE INFORMATION! 


(NOTE) THE RATING QUALIFICATION/BIBLIOGRAPHY 
SHEETS MAY NOT BE AVAILABLE FROM THE NAVAL 
EXAMINING CENTER THIS YEAR, SO BE SURE TO LOOK 
AT THIS PAMPHLET. 


— Google 


TRAINING PUBLICATIONS FOR ADVANCEMENT 


GENERAL SCOPE 


l. This pamphlet lists both enlisted training 
manuals (Navy Training Courses whose series 
title is being changed to Rate Training Manuals) 
and other publications prescribed for use by all 
personnel concerned with advancement in rate 
training and examinations. THE OTHER PUBLI- 
CATIONS need special stress as they are essential 
as references and supplementary training materi- 
als needed to cover allqualifications for advance- 
ment and ARE USED EXTENSIVELY AS SOURCE 
MATERIALS FOR EXAMINATION QUESTIONS, 
The use of this bibliography by examining author- 
ities and by personnel preparing to take advance- 
ment examinations is explained in BuPers publi- 
cation, Manual of Advancement in Rate or Rating, 
NavPers 15989. This edition of NavPers 10052 
is applicable to the February and August 1970 
active duty examinations and the Fiscal Year 
1971 inactive Reserve examinations. It is based 
on the Manuai of Qualifications for Advancement, 
NavPers 18068-B, through Change 4. 


ORGANIZATION OF BOOKLET 


2. Navy rates and ratings are listed here in 
the same order as in the Manual of Qualifica- 
tions for Advancement, NavPers 18068-B. They 
begin with Military Standards and General Rates 
sections, which have no group numbers, and 
continue with Group I (Deck) through Group 
XII (Steward). To make it easier to find a 
specific rate or rating, an alphabetically arrang- 
ed index appears at the beginning of the booklet. 
The columns are defined as follows: 


Column (1) Ratings. Names and abbreviations 
of both service and general ratings are 
shown in this column. Compressed ratings 
are also shown. 


Column (2) Publications Titles. Titles and 
applicable parts of Navy Training Courses 
and OTHER TRAINING PUBLICATIONS 
are given in column (2). THIS IS THE 
BIBLIOGRAPHY, 


348-676 O - 69 - 2 


Column (3) Text Identification Number. This 
column identifies the references more 
specifically. NavPers numbers listed are 
most recent editions, and may contain an 
A, B, or other letter, such as 10077-C. 
The letter indicates that some significant 
changes have been made since the pre- 
vious (10077-B) edition. Where 11-digit 
numbers are listed, these are the Federal 
Stock Numbers. 


Column (4) Correspondence Course Identifi- 
cation Number. NavPers number(s) of 
the correspondence course or courses cov- 
ering subject matter of prescribed text(s) 
described by columns 2 and 3 are listed. 
As stated in NavPers 15989, the corres- 
pondence course method of completing 
Navy Training Course requirements may 
be used, if desired. In a few cases, com- 
pletion of the correspondence course is 
mandatory. Because there occasionally is 
a lag in producing a correspondence course 
from an already-published text, the cor- 
respondence course may not always be 
based on the particular edition of the Navy 
Training Course listed, but it can be used 
to meet requirements for mandatory Navy 
Training Course completions. 


Column (5) Applicable Rate Levels. The low- 
est rate level for which a publication is 
applicable is listed in column (5), except 
that for training courses which are manda- 
tory, all rate levels for which they are 
mandatory are listed. Note that, as is 
pointed out in the Manual of Qualifications 
for Advancement, NavPers 18068-B, all 
higher pay grades may be held responsible 
for the material contained in publications 
listed for lower rates in their paths of 
advancement. 


3. This bibliography provides a working list 
of material for enlisted personnel to study in 


preparation for taking advancement examinations. 


Preparation of new and revised courses is contin- 
ually under way. In many cases only parts of the 
books listed apply to the rate in question. The 
most intelligent use of these training materials 
is in conjunction with the Manual of Qualifications 
for Advancement, NavPers 18068-B, and changes 
and/or revisions thereto, pertinent extracts of 
which should be made available to all personnel, 
on active or inactive duty, directly concerned 
with the use of this pamphlet. Emphasis must 
be placed on the TOTAL BIBLIOGRAPHY for 
each rate level; examinations are based on all 
of it. 


Rating Qualifications Bibliography Sheets 


4. These sheets are normally distributed by 
the Naval Examining Center to all commands about 
two months prior to the date of the examinations. 
These sheets list both current qualifications and 
current bibliography for each rating. Educational 
Service Offices should distribute these throughout 
the commands. These were omitted during 1969 


for financial reasons, but should return in 1970. 
If you haven’t seen one, ask your Educational 
Services Officer about this very useful informa- 
tion sheet. 


MILITARY STANDARDS 


5. Special attention is invited to the Military 
Standards for all Enlisted Personnel in the Navy 
in NavPers 18068-B. Publications for these re- 
quirements are given in the first section of the 
bibliography. Because separate examinations on 
military subjects are now given locally at the 
E4/E5 levels, this bibliography is of special 
importance at those rate levels. 


BASIC NAVY TRAINING COURSES 


6. Three available basic Navy Training 
Courses in Mathematics, NavPers 10069-C, 
10071-B and NavPers 10073, have not been listed 
because, in most cases, the mathematics needed 
is given practical application in the course books 
themselves. Other basic courses such as Intro- 
duction to Electronics, Basic Handtools, Fluid 








Power, Basic Electricity, and Basic Electronics 


are usually listed where they cover substantial 
areas of the ‘‘quals.’? These texts are available 
for the use of all rates and ratings, as needed. 


Their use by technical ratings is essential. 


CORRESPONDENCE COURSES 


7. Identifying numbers of correspondence 
courses are listed in column (4). Most personnel 
use the correspondence course study method of 
meeting both their mandatory Navy Training 
Course requirements and of studying the other 
reference texts listed in the bibliography. 


To facilitate ordering correspondence cours- 
es, directions for applying for them are spelled 
out later in this introduction. Follow these direc- 
tions carefully in order to get prompt, efficient 
service. 


STUDY GUIDES 


8. For new ratings and ratings in which 
a considerable amount of change in qualifica- 
tions has occurred, Study Guides are sometimes 
prepared as an interim measure. These organize 
the subject matter necessary to cover the new 
qualifications in an orderly, easy-to-study fashion 
and list specific study references from a variety 
of existing publications. The Study Guides are 
used until Navy Training Courses for the rating 
are available; then the Study Guides are dis- 
continued. 


NEW COURSES 


9. As new Navy Training Courses and Cor- 
respondence Courses become available, an- 
nouncements concerning them are made in such 
publications as the Naval Training Bulletin, All 
Hands, and the Naval Reservist. This publication 
(NavPers 10052) is revised annually. 


MANDA TORY COURSES 


10. Asterisks (*) which appear throughout the 
listings which follow are particularly significant 
to enlisted personnel and training officers. These 
indicate the Navy Training Courses whose man- 
datory completion is specified by BuPers Manual 
or Correspondence Courses that are mandatory. 
To enhance your chances for promotion, however, 
the other courses and publications listed and the 
references in the Navy Training Courses MUST 
ALSO BE studied in preparing for advancement 
examinations because all are used as source 
material for preparing the examinations. 


HOW TO APPLY FOR 
CORRESPONDENCE COURSES 


11. Correspondence courses listed in column 
(4) are procured from the Naval Correspondence 
Course Center, Scotia, N.Y. 12302. Officer and 
officer-enlisted courses have NavPers numbers 
in the 10,000 series; enlisted courses have Nav- 
Pers numbers in the 91,000 series. 


a, Eligibility to enroll. Enlisted personnel of 
the Navy, active or inactive, are eligible to enroll 


in any of the enlisted or officer-enlisted courses. 
Chief petty officers may enroll in officer courses 
on the same basis as commissioned officers. 
Enlisted personnel of lower rates may enroll 
in officer courses if recommended by their com- 
manding officers. 


b. Course administration. Officer and officer- 
enlisted courses are administered entirely bythe 
Naval Correspondence Course Center (or by the 
Naval Medical School or Naval Dental School 
where so indicated). Enlisted courses are admin- 
istered by the Naval Correspondence Course Cen- 
ter or by the enrollee’s local command as appro- 
priate. 


c. Application forms. The following forms are 
used in applying for enrollment in correspondence 
courses: 


(1) Officer courses and officer-enlisted 
courses. (NavPers 10,000 series). Form Nav- 
Pers 1550/4(5-66) formerly 992. Application 
for enrollment in correspondence courses. 


(2) Enlisted course. (NavPers 91,000 ser- 
ies). If course is to be administered by the 
local command, use Form NavPers 1510/3 
(3-66) formerly 231, Enlisted Correspondence 
Course Application—Local Administration. If 
course is to be administered by the Naval 
Correspondence Course Center, use Form 
NavPers 1550/4(5-66). 


These forms have been supplied to all forms 
and publications supply points. Commands may 
procure them through normal supply channels. 
They are available to individuals at most naval 
activities. 


d. Forwarding of applications. Enlisted ap- 
plicants complete the appropriate form and for- 


ward it to the Naval Correspondence Course 


sified courses, 


Center (or to other administering activity when 
appropriate), as follows: 


(1) If on active duty, via applicant’s Com- 
manding Officer. 


(2) If on inactive duty and attached to a 
Reserve pay unit, via the unit commander and 
such other official channels as may be locally 
prescribed., 


(3) If on inactive duty in the United States 
and not attached to a Reserve unit, via the 
Naval Reserve Manpower Center, Bainbridge, 
Maryland. 


(4) If on inactive duty outside United States 
jurisdiction and not attached to a Reserve 
unit, via (1) the cognizant naval or other mili- 
tary attache or U.S. representative (2) the 
Naval Reserve Manpower Center, Bainbridge, 
Maryland. 


e. Classified courses. For enrollment in clas- 
applicants must have proper 
clearance for handling material of the course’s 
classification in accordance with the Department 
of the Navy Security Manual for Classified In- 
formation, OPNAVINST 5510.1 series. The Naval 
Correspondence Course Center releases classi- 
fied courses to the custody of the enrollee's 
command. Under current provisions of OPNAV- 
INST 5510.1 series, classifled material shall not 
be released into the personal custody of active 
duty reservists involved in inactive duty training 
for removal from a military command or activity. 


SUMMARY 


12. The NavPers application forms named 
in this booklet, and all the NavPers publications 
listed (except correspondence courses) are pro- 
curable from the various Forms and Publica- 
tions Supply Points in accordance with the pro- 
cedures described by NavSup Publication 2002 
(current edition). 


Special markings and provisions in the bibli- 
ography listings are as follows: 


a, ASTERISKS (*) show Navy Training 
Courses or correspondence courses whose com- 
pletion is required prior to taking an advance- 
ment examination. 


b. NAVPERS and other numbers areusually 
of most recent editions. 


c. RATE LEVELS listed are the lowest 
rate levels applicable in each case except for 
mandatory courses, in which case each rate level 
responsible for having the completion of that 
course attested in his record is listed. 


d. ALL HIGHER PAY GRADES may be 
held responsible for the material contained in 
publications listed for the lower rates in their 
paths of advancement. 


e. THE TOTAL BIBLIOGRAPHY FOR 
EACH RATE AND RATING IS USED IN 


PREPARING ADVANCEMENT EXAMI- 
NATIONS. BE SURE TO USE IT. 


f. Be sure to use the appropriate application 
form in applying for correspondence courses. Use 
Form NavPers 1550/4 (formerly 992) in applying 
for Officer and Officer-Enlisted courses. These 
courses all have NavPers numbers in the 10,000 
series, for example: Operational Communica- 
tions, NavPers 10760-A (Officer Course); Naval 
Electronics, Part I, NavPers 10445 (Officer- 
Enlisted Course). Also use Form NavPers 1550/4 
(formerly 992) in applying for enlisted courses 
administered by the Correspondence Course Cen- 
ter. Enlisted courses all have NavPers numbers 
in the 91,000 series. Use Form NavPers 1510/3 
(formerly 231) in applying for enlisted corres- 
pondence courses administered by your local 
command. 


INDEX 


Title _Abbreviation Page Title Abbreviation Page 


Aerographer’s Mate....... e. eoe es. AG .... 84 Equipment Ορθταῖοτ.,......»»..».«»:.». EO .... 58 
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Aviation Fire Control Machinery Repairman, ......... ,.... MR .... 
Technician...... e. eee eee 9000000006 AQ .... 1 Machinist's Mate...... eese ΜΜ.... 
Aviation Machinist's Mate.............. AD .... 62 Military Βθααἰτθτιθηῖβ...,...».».».».»»»»» vd v 
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Aviation Ordnanceman,................4 AO οὐ. 79 Molder.............................. ML.... 
Aviation Storekeeper... ............... AK .... 87 Musician ............................ MU... 
Aviation Structural Ορήοα]πιϑη.................»...«5..5-.ΟΜ.,... 25 
Mechanic. ...... ee 9 «9900090096 oe AM.... 04 Dpatternmaker....cccccecccecececcscee PM.... 54 
Aviation Support Personnelman, ......ccccccccccccccese PN o... Sl 
Equipment Technician............... AS .... 89 photographer’s Mate.................. PH .... 85 
Avionics Technician .....ccccccccccccece AV eec 78 Photographic 
Boatswain's Mate.......o oo ooo erroe. BM... 9 Ιπἰο]{σθποθτηβη.................... PT .... 88 
Boilermaker.........e eee eee eee e es. BR .... 46 postal Clerk....csccocceccecccccccoce PC .... 38 
BOollermaün.. 2222992 ο 0 d» BT 9645 47 Precision Instrumentman »««««.««««»»,« PI μις 27 
Builder... CHOCCC OCHO OREO ECE 9969994969 996965 BU eooo 55 Quartermaster. ...ccccccccccccecccees QM.... ll 
Commissarym8üh..... cec eee eoo ooo oo c CS ον. 39 HRadarma a... 9 οσο ο ος ως: RD ius s 14 
Communications Yeoman, ...ccccoceccceecd YN ecce 30 Radarman (ΝΕΟ 0335)......... ee 966600 id 93 
Construction Electrician............... CE ee oe 60 Radioman ...cccccccccccccceccece ecccoc09 RM ecco 27 
Construction Mechanic. ....... ee eee eee CM .... 99 Seam, 0992959235277 95 99990909 SN 990909 8 
Constructionman (E-3),................ CN .... 8 ςμιρηποτ.,................... ...... SF .... 51 
Constructionman (E-9)............. 4... CU .... 58 Ship's Serviceman............. ...... SH .... 33 
Damage Controlman. ............ eese. DC .... 53 Signalman, ....ccce o oooooocecc 666600 DM οσο. 10 
Data Processing Technician..... ...... DP .... 31 Sonar Technician .................... ST .... 12 
Data Systems Technician....... 6οοςςφο * 99595 E SOSUS (NEC0411).......... eer 960000 99695 93 
Dentaülman....... eee eee eee 11 .... LG's shine 
Dental Technician. 9969994949 999999 9999990 DT 9999 91 ο. ο ο ο μα ο ον» SD so as 92 
Disbursing Clerk. .......ceecees 99.00. DK ο... 97 Stewardsmasn......evecsecoosvesesces TN cece 8 
Electrician's Μαῖ6,..........»..».»»...ΕΜ...,.49 -ιρτοκθθροτ......................... SK .... 35 
Electronics Technician..........eesee+ ET .... 22 Torpedoman’s Mat€....cccccececcceee TM a... 17 
Engineering Ald... ccccccccccvcs 909000 EA se 97 Tradevman.......................... TD 990909 86 
Engineman. ....»»..»».»»5.»5.5.»»5»5 ο99 95959 ΕΝ ecco 48 Utilitiesman, .......cccccccccce οοσοσο UT vers 61 
Equipmentman ......sseeccscees 9.9... EQ .... 60 vVeoman............................. YN asec 29 
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NDW-TPD-5602/3 
Layout Sheet - NavPers 10052 


Correspondence 


Text Course 


Publications Titles Identification Identification 


Number Number 
(2) (3) (4) 





MILITARY REQUIREMENTS 
All Ratings Basic Military Require- NavPers 91202-1C 
ments, (Chapters 1, 2, 3, 10054-B (2) 
5, 6, 10, 11, pp. 178, 183, 
14, 15) 
*Basic Military Require- NavPers 91202-1C 
ments 10054-B (2) 
*Military Requirements NavPers 91206-F 
for Petty Officer 3& 2 10056-B 
*Military Requirements NavPers 91207-F 
for Petty Officer 1& C 10057-B 
Uniform Code of Military 
Justice, 
Article 137 
Articles 3, 32, 43 
Manual for Navy NavPers 
Instructors 16103-C 
U.S. Navy Leadership NavPers 
Manual | 15934-A 
Personnel NavPers 10968-B1 
Administration 10848-D 
Division Officers U.S. Naval 
Guide Institute 
Navy Regulations “) *10740-A4 
Shipboard Procedures NWP 50 (A) 
(Chapters 7, 10) 
Navy Directives SecNavinst 
System 5215.1B 
(Change 2) 
Naval Communications NavPers 
(Chapter 2) 10898-A 
Work Simplification for NavPers 
Naval Units 18359-A 
Military Justice *10993-5 
in the Navy 
Writing Guide for NavPers 
Naval Officers 10009-A 
Navy Security Manual OPNAVINST 
5510.1C 


(1) Completion of the indicated correspondence course is mandatory. 
(2) To be replaced by NP 10054-C about November 1969. 
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Correspondence 


Text rse 
identification identifi cation 
Number Number 

(2 E E 


Publications Titles 





GENERAL RATES 


AIRMAN (AN) *Airman NavPers (1) 91600-D 
10307-B 

Aviation 3-M Manual 0618- (1) 
(Chapters II, IIT) 200-0100 

Identification of Type Hose MIL-STD (1) 
and Lines for Aircraft, 1247-A 
Missiles, and Space 
Systems 


CONSTRUC TIONMAN *Constructionman NavPers 91562-2 
(CN) 10630-D 


Parts of following related 
to DN ‘‘quals’’ 





Dental Technician, NavPers 
General 10686-C 


Preventive Dentistry NavMed 
(Chapter 2) P-5087 


Handbook of Hospital NavMed 
Corps, USN (Chapters P-5004 
2, 3) 


FIREMAN (FN) *Fireman NavPers 91500-2C 
10520-C 
Basic Handtools NavPers 
Part I, Sec. 1 10085-A 
HOSPITALMAN *Hospitalman NavPers 91667-1D 
(HN) 10664-B 
SEAMAN (SN) *Seaman NavPers 91240-1F 
10120-E 


STEWARDSMAN *Stewardsman NavPers 91691-1G 
(TN) 10693-C 
Manual of Naval Pre- NavMed 
Medicine, (Chapter 1) P-5010-1 


(1) To be replaced by NP 10307-C about November 1969 











NDW- TPD-5602/3 


Layout Sheet - NavPers 10052 


BOA TSWAIN’S 
MATE (BM) 





Publications Titles 


(2) 


GROUP 1. DECK 


*Boatswain’s Mate 
3 & 2 


*Boatswain’s Mate 
1&C 


Supplement for BM 
3& 2andBM1&C 


NavShips Technical 
Manual 


NavShips Technical 
Manual 


Knight's Modern 
Seamanship 


Replenishment at 
Sea 


The Navigation 
Compendium 


Rules and Regula- 
tions for Military 
Explosives and Haz- 
ardous Munitions 


(pages 1-27) 


Rules of the Road, 
International-Inland 


Principles of Stability 
in Shiploading 


NavShips Technical 
Manual 


Replenishment at Sea 


Damage Controlman 1 & C 
(Chapters 4, 5, 6, 8) 
(Chapters 6, 6, 7) (1) 


Mine Countermeasures 
Operations (Chapters 
1, 3, 5) 


Correspondence 
Text Course 
Identification identification 
Number Number 
(3) (4) 
NavPers 91243-2B 
10121-D 
NavPers 91245-2B 
10122-C 
NavPers 
10121-22 
(Supp) 


Chapter 9880, 
Sec. 2; Chapter 
9930 


Chapter 9190 


10923-A5 


NWP38(D) 
NavPers 
10494 


CG 108 
(USCG) 


CG 169 (USCG) 
(1 Sept 1965) 


NavPers 
91076 


Chapters 9250, 
9880 


ATP 16 


NavPers 
10572-D 


NWP 27A 





(1) These chapters in new DC 1 & C, NP 10572-E, will apply. 


348-616 O - 69 - 3 
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SIGNALMAN (SM) 


Publications Titles 


(2) 


Text 
Identification 


Number 
(3) 


GROUP I, DECK — Continued 


*Signalman 3 & 2 


*Signalman 1 & C (less 


chapters 11, 13, 14) 


U.S. Naval 


Communications Instr. 
(Chapters 2, less Sec. 


2100 & 2800; 6, para 
6840 thru 6848) 


(Chapter 1, less Sec 


1200 and 1300; 2, less 
Sec 2400 and 2800; 5 less 


Sec 5800) 


Allied Naval Signal 
Book (Chapters 1, 
2, Art 301) 


Pyrotechnic Signals 


International Code of 
Signals (Chapter 1 
and 4) 

Flags, Pennants, and 
Customs (Chapters 
1, 2, 6, 7) 


Wartime Instructions 
for Merchant Ships 
(Chapters 9 through 
12) 

Recognition and 
Identification In- 
structions - Air, 
Land and Sea 
Forces (Chapters 
1, 2, 4, 5, Secs. 

I, IV thru VIII) 


Rules of the Road: 
International~Inland 


Shipboard Procedures 
(Chapter 10) 
(Chapter 9) 


Electrician’s Mate 
(Chapter 5) 


The Communications 
Officer 


^ amm nca eur — — — — — ——— — 
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NavPers 
10135-C 


NavPers 
10136-B 


DNC 5 (D) 


ATP 1(A) 
(Change 6) 
Vol II 


ACP 168 (B) 


H, O. 102 


DNC 27 (A) 


ACP 148 (A) 


ACP 150 (B) 


CG 169 
(1 Sept 1965) 


NWP 50 (A) 


NavPers 
10546-B 


NavPers 
10780-A 


Correspondence 
Course 
Identification 
Number 


(4) 


91291-E 


91292-1 


Applicable 
Rote 
Levels 


(5) 





NDW- TPD-5602/3 
Layout Sheet - NavPers 10052 


Text 
Identification 


Publications Titles Number 


(2) (3) 





GROUP 1. DECK — Continued 


SIGNALMAN (SM) Watch Officer’s U.S. Naval 
(Continued) Guide Institute 
Naval Operational NWP 11 (A) 
Planning (Chapters 
11 thru 16) 
The Operations NavPers 
Officer 10777-A 
U.S. Naval DNC 5 (D) 
Communications 
Instructions and 
Procedures 
Operational Reports NWIP 10-1 (C) 


(Part I, Chapters 
1, 4, 5, 9; Part 
II, Chapters 10, 
11, 13) 


Ship Exercises FXP 3 (C) 
(Chapter 1; 
Chapter 6, Arts ' 
600 & 610, 
Exercises Z-1-C 
thru Z-20-C) 





*Quartermaster 3 & 2 NavPers 
10149-D 


*Quartermaster 1&C NavPers (1) 
10151-C 


Portfolio Chart List Π.Ο. 1 PCL 
(Introduction only) 


International Code of H.O. 102 
Signals (Chapters 
1 and 4) 


ATP 1 (A), Vol. II 
(Chapter 1) 


Rules of the Road CG 169 
International-Inland (1 Sept 1965) 
(pp 1-40) 

(All) 


Navigation & Nautical 
Astronomy 


(1) When available about August 1969. 
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Correspondence 
Course 
Identification 
Number 


(4) 


91286-2B 


91253-C 


Applicable 
Rate 
Levels 


(5) 
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QUARTER- 
MASTER 
(QM) 
(Continued) 


SONAR TECHNICIAN 
SURFACE (STG) 





Publications Titles 


(2) 


identification 


Number 
(3) 


GROUP 1, DECK — Continued 


Shipboard Procedures 


The Operations 
Officer 


National Search 
and Rescue Manual 


Submarine Disaster 
Search and Rescue 
Operations 


Operational Reports 


Watch Officer’s 
Guide 


Farwell’s Rules of 
the Road 


Ship Exercises 
(Chapters 1 and 5) 


Battle Control 


Naval Operational 
Planning 


*Introduction to 
Sonar 


*Sonar Technician 
G3&2 


Basic Electricity 


Basic Electronics 
(Chapters 1-8, 17 
Appendix IV) 
(Chapter 11) 


Basic Handtools 
(Part I, Sect 1, 2) 


Anti-Submarine 
Classification Manual 
(Chapters 1, 2, 3) 


ASW Operations 
(Chapters 1, 2) 
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NWP 50 (A) 


NavPers 
10777 


NWP 37A 

NWP 37 A 
(USN 
Addendum) 

NWIP 10-1C 


U.S. Naval 
Institute 


FXP 3(C) 


NWIP 50-1(B) 
NWIP 11-(A) 


NavPers 
10130-B 


NavPers 
10131-B 


NavPers 
10086-A 


NavPers 
10087-B 


NavPers 
10085-A 


NWIP 24-1 (A) 


NWP 24 (D) 


identificction 
Number 
(4) 


10414-1 


10719-4 


91258-B 
91261-1B 
91224-E 


91226 
10445-A 


91228-1E 








NDW- TPD-5602/3 
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(2) 


Publications Titles 


Text 
Identificatien 
Number 


(3) 


GROUP 1. DECK— Continued 


Handbook of Test 
Methods and Prac- 
tices (Secs. 1 and 
4.5) 


SONAR TECHNICIAN *Introduction to 
SUBMARINE (STS) Sonar 


*Sonar Technician 
5386932 


Basic Electricity 


Basic Electronics 
(Chapters 1-8, 17, 
Appendix IV) 
(Chapter 11) 


Basic Handtools 
(Part I, Sec. 1, 2) 


Anti-Submarine 
Classification Manual 
(Chapters 1, 2, 5) 


ASW Operations 
(Chapters 2, 7) 


Handbook of Test 
Methods and Prac- 
tices (Secs. 1 and 
4, 5) 


*Sonar Technician 


SONAR TECHNICIAN 
(ST) 1&C 


EIMB-Sonar 
(Seos. 1, 4) 


Basic Electronics 
(Chapter 9) 


Maintenance and 
Material Management 
(3-M) Manual 
(Chapters 4, 5, 6) 





NavShips 


0967-000- 


0130 


NavPers 
10130-B 


NavPers 
10132-A 


NavPers 
10086-A 


NavPers 
10087-B 


NavPers 
10085-A 


NWIP 24-1 (A) 


NWP 24 (D) 


NavShips 


0967-000- 


0130 


NavPers 
10140-C 


NavShips 


0967-000- 


0030 


NavPers 
10087-B 


OpNav 
43P2 
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Correspondence 


Course 


Identificetion 


Number 
(4) 


91258-B 


91259-4 


91224-F 


91226 
10445-A 


91228-1E 


91265-B 








Applicable 
Rate 
Levels 


(5) 


E-4 
E-4, 
E-5 
E-4 


E-4 
E-5 


E-4 


E-6, 
E-7 


E-6 


NDW-TPD-5602/3 


Layout Sheet - NavPers 10052 





SONAR TECHNICIAN 
(ST) 
(Continued) 


RADARMAN (RD) 
















Publications Titles 


(2) 


Text 
identification 


Number 
(3) 


GROUP 1. DECK— Continued 


ASW Operations 
(Chapters 3, 4, 8) 
(Chapters 10, 11) 
(Chapters 9, 12) 


Servicing Techniques 
for Transistorized 
Printed Circuits 


Allied Naval Maneuver- 
ing Instructions 
(Chapters 10, 12) 
(Chapters 1-5, 7, 8) 


Anti-Submarine 
Classification Manual 
(Chapters 4, 6) 

EIMB-General Mainte- 
nance (Secs. 1, 3, 5) 

Experimental Tactics 
(Part A) 


Watch Officers 
Guide 


The Anti-Submarine 
Officer 
*Radarman 3 & 2 


*Radarman 1 & C 


Nautical Chart Symbols 
and Abbreviations 





Allied Naval Signal 
Book (Chapters 1, 
2, Art 301) 


Operational Brevity 
Codes (Secs. 1, 2, 5, 

8) 

(Secs. 6, 9, 10) 


Maintenance and Ma- 
terial Management 

(3-M) Manual 

(Chapters 1 thru 3) 


(1) When available, about August 1969. 














NWP 24 (D) 


NavPers 
93394 


ATP 1 (A), 
Vol I 


NWIP 24-1 (A) 


NavShips 
0967-000- 
3160 


NWIP 1-4 (B) 
Naval 
Institute 


NavPers 
10778-A 





NavPers 
10144-A 





NavPers 
10147-p (1) 


H.O, Chart # 1 


ATP 1 (A) 
(Change 6) Vol II 


ACP 165 (B) 








Correspondence 
Course 
Identification 
Number 


(4) 


10405-A 


91269-1A 


91268-C 


Appliceble 
Rete 
Levels 


(5) 
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Correspondence 
Text Corra Applicable 


identification 


Rate 


identificati 
entiti'cation αν 


Number Number 
(2) (3) (4) 


Publications Titles 





GROUP 1. DECK — Continued 


RADARMAN (RD) Navy Security OpNavInst 
(Continued) Manual 5510.1C 
Allied Naval Maneuver- ATP 1 (A) 
ing Instructions (Change 6) 
(Chapters 1, 4, 5, 9) Vol I 
(Chapters 6, 10 thru 
12, 16) 
(Chapters 7, 13, 14, 
17-23) 
Basic Electricity NavPers 91224-E 
(Chapters 1, 3 thru 10086-A 91226 


5, 7, 8, 11, 21) 
(Chapters 12, 13) 


Maneuvering Board H.O. 217 
Manual 

Handbook of Test NavShips 
Methods and Prac- 0967-000- 
tices (Sec. 1, and 4.4) 0130 

Anti-Air-Warfare NWP 32 (C) 


(Art 464, 465) 
(Chapters 1 thru 4, 


7, and App. B) 
Basic Electronics NavPers 
(Chapters 1 thru 5, 7, 10087-B 
8, 10-13, 15-17) 
(All) 
Naval Gunfire Support NWIP 22-2 (A) 


in Amphibious Opera- 
tions (App. A and B) 


Shipboard Procedures NWP 50 (A) 
(Chapter 10) 

(Chapter 9) 

The CIC Officer NavPers 
(Chapters 4, 5, and 10823-C 
16) 

The Operations Officer NavPers 
(Chapters 1 and 3) 10777-A 

Shipboard Electrical NavPers 
Systems (Chapter 10) 10864-B 
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Publications Titles Identification Identifi cetion 


Number Number 
(2) (3) (4) 





GROUP 1. DECK — Continued 


RADARMAN (RD) EIMB-Radar (Sec 1) NavShips 
0967-000-0020) 


(Continued) 





GROUP II. ORDNANCE 





MINEMAN (MN) *Mineman 3 & 2 NavPers 91335-2B 
10166 
*Mineman 1 & C Nav Pers 91337-2A 
10167 
MN 3 & 2 andMN1&C NavPers 
Supplement 10166-67 
(Supp) 
Basic Handtools (metal Nav Pers 
working skills only) 10085-A 
USN Ordnance Safety NavOrd 
Precautions OP 3347 
Blueprint Reading and NavPers 
Sketching (Chapters | 10077-C 
2, 9, 4, 5) 
Basic Electricity NavPers 91224-E 
(less Chapters 14, 15) 10086-A 91226 
Maintenance and Ma- OpNav 
terial Management 43P2 
(3-M) Manual (Chapters 
1, 2, 3) 
Basic Electronics NavPers 
(Chapter 1) 10087-B 
(Chapters 2, 3, 5, 
6, 7, 8) 
Maintenance and Ma- OpNav 
terial Management 43P2 
(3-M) Manual 
(Chapter 6) 
Mining Operations NWP 26-A 10428 
Minefield Planning NWIP 26-1 
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Identification 


| 
Numbor i nina 


(2) (3) (4) 


Publications Titles 





GROUP II. ORDNANCE — Continued 


NavOrdInst 
8500.3 of 9 
Feb 1968 


MINEMAN (MN) 
(Continued 


Report of 
Unsatisfactory or 
Defective Mines, 


TORPEDOMAN'S 
MATE (TM) 





GUNNER's MATE G 
(GUNS) 





348-676 O - 69 - 4 


Depth Charges, or 
Equipment (RUDMINDE), 
NavOrd Form 8500/1 
(Report Symbol 

NavOrd 8500-1) 


Study Guide for 
Torpedoman’s Mate 


*Gunner's Mate G 
3&2 


*Gunner's Mate G 
1&C 


Basic Electricity 


Basic Electronics 
(Chapters 1, 2, 3, 8) 


Maintenance and Ma- 
terial Management 
(3-M) Manual 
(Chapters 1, 2, 3) 


Basic Handtools 
USN Ordnance Safety 
Precautions 


Fluid Power 


Blueprint Reading 
and Sketching 
(Chapters 2, 3, 4, 5) 


Basic Machines 


Basic Electronics 
(Chapter 5) 


Principles of Naval 
Ordnance and Gunnery 
(less chapters 10, 11, 
12) 
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NavPers 
10185 


NavPers 
10186-B 


NavPers 
10086-A 


NavPers 
10087-B 


OpNav 
43P2 


NavPers 
10085-A 


NavOrd 
OP 3347 


NavPers 
16193-A 


NavPers 
10077-C 
NavPers 


10624-A 


NavPers 
10087-B 


NavPers 
10783-A 


NavPers 
10082 


91355-2A 


91357-1A 


91224-E 
91226 


91228-1E 


10439 


91230-F 
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Correspond 
Text "Caume | Appliceble 


identification 


identifi ceti Rate 
Number Wn Levels 


(2) (3) (4) 


Publications Titles 





GROUP II. ORDNANCE — Continued 


GUNNER’s MATE G Maintenance and Ma- OpNav 
(GUNS) terial Management 43P2 
(Continued) (39-M) Manual 

(Chapter 6) 





"-07-0-0-0-0-0-0-0-0-0-0-0O-O 0-0-0-0-0 07-0-0-0 


GUNNER'S MATE M *Gunner's Mate M NavPers 91379-A 
(MISSILES) 3 & 2 10199-A 
*Gunner’s Mate M NavPers 91380 
1&C 10200-A 
Blueprint Reading and NavPers 
Sketching (Chapters 10077-C 
ἂν 3, 4, 5) 
Basic Electricity NavPers 91224-E 
10086-A 91226 
Basic Handtools NavPers 91228-1E 
10085-A 
USN Ordnance Safety NavOrd 
Precautions | OP 3347 
Fluid Power | NavPers 
16193-A 
Basic Electronics NavPers 
(Chapters 1, 2, 3, 8) 10087-B 
(Chapter 5) 
Basic Machines NavPers 91230-F 
10624-A 
Maintenance and Ma- OpNav 
terial Management 43P2 
(3-M) Manual 
(Chapter 6) 
Principles of Naval NavPers 
Ordnance and Gunnery 10783-A 


(less Chapters 6, 7, 
9, 10, 11, 12) 


Principles of Guided NavPers 

Missiles and Nuclear 10784-A 

Weapons (Chapters 1- 

11) 
7-0-0-0-0-0-d-0-0-0-0-0-0-040-0-0-0-0oj-0-0-0-oc 
SENIOR CHIEF Gunner’s Mate M NavPers 91379-A 
GUNNER’S MATE 3 & 2 (GMG) 10199-A 


(GMCS) 
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SENIOR CHIEF 
GUNNER’S MATE 
(GMCS) 
(Continued) 


/--/--/--/- 
MASTER CHIEF 


GUNNER’S MATE 
(GMCM) 


GUNNER'S MATE T 
(GMT) 





Toxt 
Identification 


Publications Titles Number 


(2) (3) 


GROUP II. ORDNANCE — Continued 


Gunner's Mate G NavPers 
3 & 2 (GMM) 10185 

Ammunition Afloat, OP 4 
Vols. 1& 2 

Ammunition Ashore, OP 5 
Vol. 1 

Ammunition Hazard OP 1631 
Classifications, 
Dimensions, and 
Weights 

Handling Equipment for OP 2173 


Ammunition and Ex- 
plosives, Vols. 1 & 2) 


Co d 
Curse ^ | Applicable 
R 


Identification t ato 
Number evels 


(4) (5) 


91355-2A 


10722-A 


/--/--/--/--/-ἡΗ/--/--/----/--/--/--/ 


Landing Party OpNav 
Manual P34-03 

The Weapons NavPers 
Officer 10867-B 

Gunner's Mate M NavPers 
1 & C (GMG) 10200-A 

Gunner’s Mate G NavPers 
1 & C (GMM) 10186-B 

Alinement of Ordnance OP 762 
Installations 
Aboard Ship 

Fleet Exercise Publi- FXB-3C 


cations (Gunnery and 
Missilery Exercises) 


*Gunner’s Mate T NavPers 
3&2 10125-B 


*Gunner’s Mate T NavPers 
1&C 10126-B 


Basic Electricity NavPers 
10086-A 


Basic Handtools NavPers 
10085-A 


Basic Machines NavPers 
10624-A 
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91380 


91357-1A 


91377-B 


91378-A 


91224-E 


91226 


91228-1E 


91230-F 
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Publications Titlos — identification 
dandis Number 


(2) (3) (4) 





GROUP II. ORDNANCE — Continued 

GUNNER’S MATE T Maintenance and OpNav 
(GMT) Material Management 43P2 
(Continued) ($-M) Manual (Chapters 

1, 2, 3) 
Introduction to NavPers 

Electronics (Chapters 10084 

1, 2, 4, 5) 


Fluid Power NavPers 10439 
16193-A 


SWOP 5-8 

Maintenance and OpNav 
Material Management 43P2 
(3-M) Manual (Chapter 
6) 

SWOP 40-13 

SWOPS in the ''-1' series | 

SWOPS in the ''T'' series 

SWOPS in the ''20-'' series 


Applicable directives 
in the 5040 series 


DASA Technical Letter 
25-1 


Nuclear Warfare NWP-28 (A) 
Operations 


SWOPS 1n the ''-0'' series 





SWOP 50-1 


MISSILE *Missile Technician 3 & NavPers 91360-2 
TECHNICIAN 2 10153-B 
(MT) 


*Missile Technician 1 & NavPers 
C 10154-A 


Basic Electricity NavPers 
10086-A 


Fluid Power NavPers 
16193-A 
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Publications Titles 


Identification Identification 


Number Number 





(2) 


(3) (4) 


GROUP II, ORDNANCE — Continued 


MISSILE Basic Handtools (Part 
TECHNICIAN (MT) I, Sec. 1 and Part 
(Continued) II, Sec. 1) 


Basic Electronics 
(Chapters 1, 2, 5, 
9, 16, 17) 
(Chapters 3, 4) 
(Chapters 6-8, 10- 
14) 


Maintenance and 
Material Management 
(3-M) Manual 
(Chapters 1-3) 
(Chapters 4-6) 


Digital Computer 
Basics 


Principles of Guided 

Missiles and Nuclear 

Weapons (Chapter 5) 
-ο-ο-ο-ο-ο-Ρ ΔΕ... ο. 





FIRE CONTROL *Fire Control 
TECHNICIAN (FT, Technician M 3 & 2 
FTM, FTG, FTB) 


*Fire Control 
Technician G 3 & 2 


Study Guides for Fire 
Control Technicians: 


Fire Control 
Technicians G 


or 


Fire Control 
Technicians M 


or 


Fire Control 
Technicians B 
-0-0-0-0-0o-b-0o0-0o0-0o0-0o-o-o-o 


SENIOR CHIEF Study Guides for FTG 
FIRE CONTROL and FTM and F TB at 
TECHNICIAN (FTCS) 3 & 2 rate levels, 

as appropriate 
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NavPers 91228-1E 
10085-A 


NavPers 10445-A 
10087-B 


OpNav 
43P2 


NavPers 
10088 


NavPers 
10784-A 





0-0-0-0-0j-0-0o-o-b 


NavPers 
10209 


NavPers 
10207 


NavPers 
10022 


NavPers 
10023-A 


NavPers 
10036 
0-0-0-0-0-0-0-o-po 
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SENIOR CHIEF 
FIRE CONTROL 
TECHNICIAN (FTCS) 
(Continued) 


/--/--/--/- 


MASTER ΟΗΙΕΕ FIRE 
CONTROL TECHNI- 
CIAN (FTCM) 





ELECTRONICS TECH- 
NICIAN (ET, ETR, 
and ETN) 


Publications Titles 


(2) 


Text 
identification 


Numbor 
(3) 


GROUP II. ORDNANCE — Continued 


Fire Control Techni- 
cian G 3 & 2 


Fire Control Techni- 
cian M3 & 2 


Weapons Officer, The 


Naval Weapons 
Selection--Ships 


Naval Gunfire Support 
in Amphibious 
Operations 


Principles of Guided 
Missiles and Nuclear 
Weapons 


Principles of Naval 
Ordnance and 
Gunnery 


/--/--/--/--/--/--/--/--Ι/--/--/ 


Study Guides for FTG 
and FTM and FTB at 
1 & C rate levels, 
as appropriate 


NavPers 
10207 


NavPers 
10209 


NavPers 
10867-B 


NWIP-20-2 (A) 


NWIP-22-2 


| NavPers 
| 10784-A 
NavPers 

10783-A 





GROUP III. ELECTRONICS 


Basic Electricity 


Basic Electronics 


*Electronics Technician 
3 & 2 


*Electronics Technician 
1&C 


Maintenance and 
Material Management 
(3-M) Manual (Chapters 
1-3) 

Chapters 4-6) 


NavPers 
10086-A 


NavPers 
10087-B 


NavPers 
10195 


NavPers 
10192-B 


OpNav 
43P2 
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Correspondence 
Course 
identifi cation 
Number 


(4) 


10722-A 


10924-B 


10922-B 


91224-E 
91226 


10445-A 


91376-D 


Applicable 
Rato 
Levels 


(5) 


E-8 
(FTMS & 
FTBS) 


E-8 
(FTGS & 
FTBS) 


E-8 


E-8 
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Co d 
Text [i ET Applicable 
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Identification Identification 
Number Number 


(2) (3) (4) 


Publications Titles 





GROUP III. ELECTRONICS — Continued 




















ELECTRONICS TECH- Navships Technical NavShips 
NICIAN (ET, ETR, Manual (Chapter 9670 250-000 
and ETN) Sec. V) 


(Continued) (Chapter 9690) 
(Chapter 9670 Secs. 


I-IV) 







EIMB Handbook: 
Electronic Circuits NavShips 
0967-000-0120 







Installation Standards NavShips 
0967-000-0110 





General Maintenance NavShips 
0967-000-0160 







Reference Data NavShips 
0967-000-0140 





General NavShips 
0967-000-0100 























91224-E 
91226 


NavPers 
10086-A 


DATA SYSTEMS 
TECHNICIAN (DS) 


Basic Electricity 









NavPers 
10087-B 


Basic Electronics 
(Chapters 1-3, 5, 
7-10, 17) 
(Chapters 4, 6, 11- 

14) 














NavPers 
10088 


Digital Computer Basics 










NavPers 
10201 





*Data Systems Technician 
3&2 










NavPers 
10202 


*Data Systems Technician 
1&C 












NavPers 
10624-A 





Basic Machines 
(Chapters 1-6) 
(Chapters 7-12, 15) 







23 


NDW- TPD-5602/3 
Layout Sheet - NavPers 10052 


Text — 


identification 
Numbor η 
(2) (3) (4) 


Publications Titles 


GROUP III. ELECTRONICS — Continued 


DATA SYSTEMS NavShips Technical NavShips 
TECHNICIAN (DS) Manual (Chapter 9670 250-000 
(Continued) Sec. V) 

(Chapter 9670 Sec. 


I-IV) 


EIMB Handbook: NavShips 


Electronic Circuits 0967-000-0120 


Communications Navships 
0967-000-0010 


Installation Standards NavShips 
0967-000-0110 


General Maintenance NavShips 
0967-000-0160 


Handbook of Test NavShips 
Methods and Practices 0967-000-0130 


RFI Reduction NavShips 
0967-000-0150 





GROUP IV. PRECISION EQUIPMENT 


*Instrumentman 3 & 2 NavPers 91383-C 
10193-B 


*Instrumentman 1 & C NavPers 91385-1 
10194-B 


Blueprint Reading and NavPers 
Sketching (Chapters 10077-C 
1-3) 


Opticalman 3 & 2 NavPers 
(Chapter 8 - 10205 
material on clean- 


ing and painting) 


Basic Handtools NavPers 91228-1E 
10085-A 


Basic Machines NavPers 91230-F 
(Chapters 1, 3, 4, 10624-A 
6, 9, 10, 11) 


Mil Std 1330 (Ships) 
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Publicetions Titlos 


(2) 


Correspondence 
urse 
Identification 
Number Number 


(3) (4) 


Toxt 
identification 


GROUP IV, PRECISION EQUIPMENT — Continued 


INSTRUMENTMAN Maintenance and OpNav 
(IM) Material Management 43P2 
(Continued) (3-M) Manual 
(Chapters 1, 2, 3) 
Fluid Power NavPers 
(Chapters 1, 2, 3, 16193-A 
9, 10) 
Maintenance and OpNav 
Material Management 43P2 
(8-M) Manual 
(Chapters 4, 5, 6) 
Navships Technical 
Manual (Chapter 
9230) 
(Chapters 9690, 
9870) 
Opticalman 3 & 2 NavPers 
10205 
Handbook of Test NavShips 


ο ατα. 


Methods and 

Practices (Secs. 

1; 2, pars. 2-1 to 

2-6; 5) 
/--/--/--/--/- 


0967-000-0130 


/--/--/--/--/--/ 


OPTICALMAN (OM) *Opticalman 3 & 2 NavPers 91386 
10205 
*Opticalman 1 & C NavPers 91389-1 
10206 
Ordnance Pamphlet 582 
(Chapters III, V, 
VI, VII, VIII) 
Ordnance Pamphlet 1417 
Basic Handtools NavPers 91228-1E 
10085-A 
Basic Electricity NavPers 91224-E 
10086-A 91226 
Maintenance and OpNav 
Material Management 43P2 





348-676 O - 69 - 5 


(3-M) Manual 
(Chapters 1, 2, 3) 





Applicable 
Rate 
Levels 
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Correspondence 
































Text — Appliceble 
Ratings Publicetions Titles Identification identifi cetion Rate 
Number Levels 


Number 


(4) 















(1) (2) (3) (5) 





GROUP IV. PRECISION EQUIPMENT — Continued 


OPTICALMAN (OM) NavShips Manuals: NavShips: E-5 
(Continued) 
Binoculars 7 x 50 250-624-2 
Azimuth Telescopes 250-624-4 
Telescopic Alidade 324-0488 
Azimuth & Bearing 290-624-7 
Circles 
Mk 2 E. T. S. 250-624-10 
Sextants | 
Pioneer & David 
White Types 
Navigational 250-624-12 
Instrument Control ! 
Manual 
Ordnance Pamphlet 1857 E-5 
Blueprint Reading NavPers 91223-3 E-5 
and Sketching 10077-C 
Maintenance and OpNav E-6 
Material Management 43P2 
(39-M) Manual 
(Chapters 4, 5, 6) 
Ordnance Pamphlet 2080 E-6 
Ordnance Pamphlet 105 E-6 
Ordnance Pamphlet 1858 E-6 
Ordnance Pamphlet 2147 E-6 
Ordnance Pamphlet 2531 E-6 
NavShips Manual, 324-0447 E-6 
Periscope-Sub- 
marine types 8B 
and 8C 
NavShips Manual, 324-0292 E-6 
Periscope type 2A 
NavShips Manual, 324-0487 E-6 
Periscope-Sub- 


marine type 2D 
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OPTICALMAN (OM) 
(Continued) 


pasal sefa e os faa ees gea 


MASTER CHIEF 
PRECISION 
INSTRUMENTMAN 
(PICM) 


RADIOMAN (RM) 


Publications Titlos 


(2) 


Text 
identification 


Number 
(3) 


GROUP IV. PRECISION EQUIPMENT — Continued 


NavShips Manual, 
Comparator-Angle, 
Altiscope, Type 8 
Submarine Periscope 


NavShips Technical 
Manual 


Engineering 
Administration 


Gunner’s Mate G 3 & 2 
(Chapters 8, 9) 


Instrumentman 3 & 2 


Handbook of Test 
Methods and 
Practices (Secs. 
1; 2; pars. 2-1 to 
2-6; 5) 


Work Simplification 
for Naval Units 


Navigational Instru- 
ments Control 
Manual for Mainte- 
nance Standariza- 
tion and Managerial 
Control (IMCS) 


Instrumentman 1 & C 
(OMCS) 


Opticalman 1 & C 
(IMCS) 


387-0314 


Chapter 9240 
Sec. II 


NavPers 
10858-D 


NavPers 
10185 


NavPers 
10193-B 


NavShips 
0967-000-0190 


NavPers 
18359-A 


NavShips 
250-624-12 


NavPers 
10194-B 


NavPers 
10206 


GROUP V. ADMINISTRATIVE AND CLERICAL 


*Radioman 3 & 2 


*Radioman 1 & C 


U.S. Naval Communica- 
tions Instructions 
(Chapters 1, 3, 4) 
(Chapters 5, 6, 7) 
(Chapter 2) 


(1) When available, about August 1969 


NavPers 
10228-E 


NavPers 
10229-E (1) 


DNC 65 (D) 
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Ceres ^ | Applicable 


Identification Rate 
Number Levels 


(4) 


10992-A1 


91383-C 





~-/-+-+-/-|-/-- 


91385-1 


91389-1 


91403-2 


91405-3B 
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Publications Titles 


(2) 


Correspondence 


Text 
Identification Course 


identifi cetion 
Number Number 


(3) (4) 





GROUP V. ADMINISTRATIVE AND CLERICAL — Continued 


RADIOMAN (RM) 
(Continued) 


Navy Security Manual 


Basic Armed Forces 
Communication Plan 
U.S, Navy 
Frequecny Plan) 
(Part 1; Chapters 
1-4, 6) 


Basic Operational 
Communications 
Doctrine (Chapters 
1-8) 

(Chapters 9, 10, 
13, 14) 


Handbook of Test 
Methods and 
Practices (Sec. 1, 
4.5) 


Basic Electricity 
(Chapters 1 through 
7, 20, App. IV, 
and V) 

(Chapters 8 through 
11) 


Commercial Communica- 
tions Instructions 


Maintenance and 
Material Management 
(3-M) Manual 
(Chapters 1 through 
3, 6) 


Basic Electronics 
(Chapters 1, 2, 5 
through 9, and 13, 
App. II) 

(Chapters 3, 10-12, 
and 14) 


Shipboard Procedures 
(Chapter 10) 
(Chapter 9) 


Naval Operational 
Planning (Chapters 
11 through 16) 





OpNavInst 10975-B1 


5910-16 


JANAP 
195 (H) 


NWP 10760-B 
16 (B) 


NavShips 
0967-000-0130 


NavPers 91224-E 


10086-A 


DNC 26 (B) 


OpNav 
43P2 


NavPers 10445-A 


10087-B 


NWP 
50 (A) 


NWP 
11 (A) 
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RADIOMAN (RM) 


(Continued) 


YEOMAN (YN) 


Publications Titles 


(2) 





Communications 
Security Memoranda 


The Operations Officer 


The Communication 
Officer 





*Yeoman 3 & 2 
*Yeoman 1 & C (1) 


Maintenance and 
Material Management 
(3-M) Manual 
(Chapters 1-3) 


Navy Correspondence 
Manual 


BuPers Manual (Part A, 
Chapter 4; Part C, 
Chapters 5, 6) 


Manual for Courts 
Martial, 1968, i 
(Chapters 3, 9, 14, 
16, 26, & App. 6-16) 


Navy Security Manual 
(Chapters 2, 4, 6, 
7, 15) 
(A11) 


Shipboard Procedures 
(Chapter 5) 
(Parts I, III) 


Navy and Marine Corps 
Awards Manual 


Manual of the Judge 
Advocate General 


Navy Manpower Informa- 
tion System 
Instructions, Part 
I, Active, (Chapters 
1, 8, 9, 10, 11) 


(1) To be replaced by NP 10241-E about July 1969 


Correspondence 


Text 
Identification Course 


Applicable 


Identificet Rate 
Number ii m Levels 


(3) (4) (5) 


GROUP V. ADMINISTRATIVE AND CLERICAL — Continued 


CSPM 1 (G) E-8 


NavPers E-8 


10777-A 


NavPers E-9 
10780-A 


NavPers 91414-3E 
10240-E 


NavPers 91416-3B 
10241-D 


OpNav 
43P2 


SecNavInst 
5216.5A 


NavPers 
15791-A 


OpNavInst 
5510.1C 


NWP 
50 (A) 


SecNavinst 
1650.1C 


JAG Inst 
P5800.7. 


NavPers 
15642 
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Correspondence 


Text τεῳ 


Publications Titles Identification identifi cetion 


Number Number 
(2) (3) (4) 





GROUP V. ADMINISTRATIVE AND CLERICAL — Continued 


YEOMAN (YN) BuPers Manual (Part C, NavPers 
(Continued) Chapters 10, 13, 14, 15791-A 
and Articles C9801- 
C9816) 
Disposal of Navy and SecNavInst 
Marine Corps Records 5212.5B 
Joint Travel Regula- 
tions (Vol I) 
Navy Travel Instruc- Navso 10977-7 
tions f P-1459 
Guide to Forms Manage- AO Inst 
ment (Parts I, II) 5213.31 
Organization NavPers 
Planning for Naval 18371-A 
Units (Chapters 1-6) 
Financial Management NavPers 


— ·— ως. — — 


in the Navy 10792-B (Int) 
(Interim Ed) ; 
(Chapter 6) | 
Financial Management of NavSo | 
Resources P-3013 | 
BuPers Manual (Part B, NavPers 
Chapter 2) | 15791-A 
J--/--/--/- PORE μα Ωω... 
COMMUNICA TIONS *Communications Yeoman NavPers | 91407 
YEOMAN (CYN) 3 10245 | 
l 
U.S. Naval DNC 5 (D) | 
Communications 
Instructions (Chapters 
1, less Secs. 1200, 
1300; 2, less Secs. 
2200 thru 2400; App. 
A, B, C) 
Maintenance and OpNav 
Material Management 43P2 
(3-M) Manual (Art 
3-3.7) 
Disposal of Navy and SecNavInst 
Marine Corps P5213.5B 
Records (Part 2, 
Chapter 2) 


E-6 


E-8 


E-8 


E-9 


E-4 


E-4 
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Correspondence 
| ο Covrse 
Publications Titles dentificotion Identificetion 
Number 
Number 


(2) (3) (4) 


Applicable 
R 





GROUP V. ADMINISTRATIVE AND CLERICAL — Continued 


DATA PROCESSING *Machine Accountant 3 NavPers 91274-1 
TECHNICIAN & 2 10264-A 
*Data Processing Techni- NavPers 91275-A 
cian1&C 10265-A 
Flowohart Symbols for ASA 
Data Processing X3.5(1966) 
Maintenance and OpNav 
Material Management 43P2 
(3-M) Manual 
(Chapters 1-3, 8) 
(Chapter 4) 
(A11) 
Automatic Data Pro- SecNavInst 
cessing Equipment P10462.7B 
Program | 
Planning for an IBM : IBM Form 
Data Processing | F20-6088 
System | 
Yeoman 3 & 2 | NavPers 
(Chapters 4, 7) 10240-D 
Navy Security Manual OpNavinst | 
5510.1C 
Dept. of Navy Standard SecNavInst 
Subject Identifica- P5210.11A 
tion Codes 
Shipboard Procedures NWP 50 (A) 
(Part III) 





PERSONNELMAN *Personnelman 3 & 2 NavPers 91420-1D 
(PN) 10254-B 


*Personnelman 1 & C NavPers 91422-2A 
10258-D 


Instruction for the NavPers 
Naval Manpower 15642 
Information System, 

Part I, Active 


Manual of Navy Enlisted NavPers 15105 
Classification (Series) 
(Introduction) 
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Correspondence 


Text Applicable 
Identification Identificetion Rate 


Number Number Levels 
(2) (3) (4) (5) 


rse 
Publications Titles 





GROUP V, ADMINISTRATIVE AND CLERICAL — Continued 


PERSONNELMAN Navy Correspondence SecNavInst 
(PN) Manual 5216.5A 
(Continued) 
Enlisted Transfer NavPers 91423-1A 
Manual (less 15909-B 


Chapters 4, 9, 16, 
18, 22, 24, 25) 
(All except chapters 


22, 24, 25) 
Manual of Qualifica- NavPers 
tions for Advance- 18068-B 
ment (Introduction) 
BuPers Manual (Part A, NavPers | 
Chapter 4; Part B, 15791-A 


Chapter 2, sec. 1, 3; 

Part C, Chapter 5, 

sec. 3, 4; Chapter 

6; Chapter 7, sec. 2; 

Part D, Chapter 2) 


Part B, Chapter 3, 
sec. 1; Part C, 
Chapter 1, sec. 4; 
Chapter 7, sec. 4; 
Chapter 9, sec. 1-7; 
Chapter 14; Part H, 
Chapter 1, sec. 1 


and sec. 5) 
(Parts B, C, H) 

Navy and Marine Corps SecNavInst 
Awards Manual 1650.1C 
Navy Security Manual OpNavInst 
(Chapter 15) 5510.1C 

Work Simplification NavPers 
Procedures for Naval 18359-A 

Units 

Organization Planning NavPers 
for Naval Units 18371-A 


Applicable Instructions 
and Notices pertain- 


ing to the Navy 
Manpower Validation 
Program 
U.S. Navy Staffing OpNavInst 


Criteria Manuals (P)5310.5A and 
i 
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Correspondence 
Text Course Appl icoble 


Publications Titles eee Identificetion ate 
umber Number Levels 


(2) (3) (4) (5) 





GROUP V. ADMINISTRATIVE AND CLERICAL — Continued 


PERSONNELMAN 
(PN) 


Manual of Navy Enlisted NavPers 15105 
Classifications (Series) 


(Continued) 


Manual of Navy Officer NavPers 
Classifications 15839-A 
























POSTAL CLERK *Postal Clerk 3 & 2 NavPers 91401-3C E-4, E-5 
(PC) 10215-A 
*Postal Clerk 1 & C(1) NavPers 91460-1 E-6, E-7 
10216 
U.S. Navy Postal OpNavInst E-4 
Instructions 2700.14A 
BuPers Manual (Arts. NavPers E-4 
B-1201 to 1209 and 15791-A 
C-7417) 


Postal Manual (Chapters 
1, 3, and sub-chapters 
220 and 270) 

(Chapter 2, and sub- 
chapters 420 and 550) 















Organization Planning NavPers 
for Naval Units 18371-A 
(Chapters 1-6) 
Navy Security Manual OpNavInst 10975-B1 
(Chapters 1-8; App. 5510.1C 
D) 
Disposal of Navy and SecNavInst 
Marine Corps Records 5212.8 
Postal Manual 


(Chapters 4, 5) 


Dept. of Navy SecNavInst 
Standard Subject 5210.11A 
Identification Codes 


Guide to Forms Manage- AO Inst 
ment (Parts I, II) 5213.31 
















NavPers 91447-1D 


10286-E 





SHIP’S SERVICEMAN 
(SH) 


*Ships Serviceman 3 & 2 












NavPers 91450-C 


10287-D 


*Ships Serviceman 1 & C 





(1) To be replaced by NavPers 10216-A about June 1969. 
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Identification Course 


Publications Titles Identification 
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(2) (3) (4) 





GROUP V. ADMINISTRATIVE AND CLERICAL — Continued 


SHIP’S SERVICEMAN 
(SH) 
(Continued) 





*Ships Servicemen’s 
Handbook (Parts I, 
III) 


*Ships Servicemen's 
Handbook (Parts I, 
IV) 


*Ships Servicemen’s 
Handbook (Parts I, 
II) 


*Ships Servicemen's 
Handbook (Parts I, 
V) 


Navy Uniform Regulations 
1959 


NavSup Manual, Vol. III 
(Chapters 3, 4, 5) 


NavSup Manual, Vol. III 
(Chapter 9) 


NavSup Manual, Vol. 
VIII (Chapter 8) 


Armed Services Exchange 
Regulations 


Armed Services 
Commissary Store 
Regulations 


Maintenance and 
Material Management 
(3-M) Manual (Chapters 
2, 6) 


Navy Exchange Manual 


NavSup Manual, Vol. I 
(Chapter 1) 


NavSup Manual, Vol. IV 
(Chapters 2, 3) 


NavCompt Manual, Vol. 2 
(Chapters 2, 4) 


NavPers 
10292 


NavPers 
10292 


NavPers 
10292 


NavPers 
10292 


NavPers 
15665 


Change 4 


OpNav 
43P2 


E-4 
(tailors 
only) 


E-4 
(barbers 


(tailors 
only) 


E-4 
(clerks 
only) 
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Correspondence 
Text Course Applicoble 
Rate 


Publications Titles Identification Identificetion 


Number Number 
(2) (3) (4) 





GROUP V. ADMINISTRATIVE AND CLERICAL — Continued 





SHIP'S SERVICEMAN 
(SH) 
(Continued) 


NavSup Manual, Vol. II 
(Chapter 5) 













NavSup Manual, Vol. 
III (Chapter 3) 










Field Purchasing Manual 





NavSup 
P-467 












NavPers 
15951 


Manual for Messes 
Ashore 





















NavSup Manual Vols. 10980-B5 
II and III 
Storage and Materials NavSup P-284 
Handling and P-284-1 
Materials Handling NavSup P-289 
Equipment Maintenance 
(Chapters 1, 2, 3) 
STOREKEEPER (SK) *Storekeeper 3&2 . NavPers 91431-3E 
10269-F 
*Storekeeper 1 & C NavPers 91433-2C 
10270-D 
Storage and Materials NavSup P-284 
Handling (Chapter 6) and P-284-1 
(Chapter 5) 
(All) 
NavSup Manual, Vol. III 
(Chapters 3, 4, 5, 
6) 
(Chapters 1, 8) 
Navy Correspondence SecNavInst 
Manual 5216.5A 
Navy Comptroller 
Manual, Vol. 2 
(Chapters 1, 2, 4 
9) 
Maintenance and OpNav 
Material Management 43P2 
(3-M) Manual 


(Chapters 2, 5, 6) 
(Chapters 3, 6, 7) 
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Publications Titles Identificotion Identificetion 
Number N 
umber 


(2) (3) (4) 





GROUP V. ADMINISTRATIVE AND CLERICAL — Continued 


STOREKEEPER (SK) Navy Comptroller 
(Continued) Manual, Vol. VII 
(Chapters 5, 6) 

(Chapters 1, 2, 3) 


Dept. of Navy Standard SecNavinst 
Subject Identifica- P5210.11A 
tion Codes 
Financial Management of Navso 
Resources P-3013 
ACCESS Manual OpNav 41P2 
NavSup Manual, Vol. 1 10978-A5 


NavSup Manual, Vol. VIII 


NavSup Manual, Vol. II 
(Chapters 1, 6) 
(Chapters 2, 3, 4, | 
5, 7, 8) | 


NavSup Manual, Vol. 
IV 

NavCompt Manual, Vol. 
3 


Navy Directives System SecNavinst 
5215.1B 


(Change 2) 


Armed Services Pro- 
curement Regulations 


MILSTAMP NavSup P-422 
Field Purchasing Manual NavSup P-467 
Shipboard Organization NWP 50 (A) 


(Chapters 4, 5) 


NavSup Manual, Vol. V 


NavSup Manual Vols. 10980-B5 
II and III 

Storage and Materials NavSup P-284 
Handling and P-284-1 
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Correspondence 
Text Covrse 


Publications Titles Identification Identificetion 
Number 
Number 


(2) (3) (4) 





GROUP V. ADMINISTRATIVE AND CLERICAL — Continued 


STOREKEEPER (SK) Materials Handling NavSup P-289 
(Continued) Equipment Maintenance 
(Chapters 1, 2, 3) 


DISBURSING CLERK *Disbursing Clerk 3 & NavPers 91436-3C 
(DK) 2 10274-F 
*Disbursing Clerk 1 & NavPers 91438-3A 
C 10275-D 
Navy Comptroller 
Manual, Vol. 4 
(Chapter 2, Parts 
A, B) 


(Chapter 1, Parts A, 
B; 2, Part G; 4, 
Part I; 6, Parts A- 
F, I; 7, Parts E-G) 


(Chapter 2, Parts C- 
D; 3, Parts A, B; 4, 
Parts K, L; 6, Parts 
G, H; 7, Parts A-D, H; 
8) 


(Chapter 1, Parts 
C, D; 2, Parts E, F; 
3, Part C; 5; 7, 
Part I; 9) 


Department of Defense 
Military Pay and 
Allowances Entitle- 
ments Manual (DODPM) 
(Parts 1-4, 6, 7) 

(Part 8) 
(Part 5) 


Navy and Marine Corps 
Militiary Pay Pro- 
cedures (MPP) 

(Parts 1-4, 6, 7, 9) 
(Part 5) 


Joint Travel Regula- 
tions (Chapters 1-4, 
7, 9, 10) 

(Chapters 5, 6, 12) 
(Chapters 8, 11) 
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DISBURSING CLERK 
(DK) 
(Continued) 





Publications Titles 


(2) 


Correspondence 


Text 
Identification Course 


Number Number 
(3) (4) 


GROUP V. ADMINISTRATIVE AND CLERICAL — Continued 


Navy Travel Regulations 
(Chapters 3, 4, 7, 
9, 10) 
(Chapters 1, 2) 
(Chapters 5, 6) 
(Chapter 11) 
(Chapter 8) 


BuPers Manual, Part C, 
Chapter 6, Secs. 3, 
4,5 


BuPers Manual: (Part A, 
Chapter 4; Part B, 
Chapter 2, Sec, 3; 

Part H, Chapter 1, 
Secs. 7, 9) 


Dept. of the Navy 
Standard Subject 
Identification Codes 


NavSup Manual, Vol. I 
(Chapter 1) 


NavSup Manual, Vol. III 
(Chapters 7, 9) 


Navy Directives System 


Navy Comptroller Manual, 
(Vol. 2) 


Navy Correspondence 
Manual 


Disposal of Navy and 
Marine Corps Records 


Navy Comptroller Manual, 
Vol. I, Chapters 1- 
4 


U.S. Navy Finance 
Offices: 
Functional Mission 
of: 


NavSup Manual, Vol. 1 


NavPers 
15791-A 


NavPers 
15791-A 


SecNavInst 
P5210.11A 


SecNavInst 5215.1B 
(Change 2) 


SecNavInst 
5216.5A 


SecNavInst 
5212.5B 


NavComptInst 
5450.2A 


10978-A5 


Identificetion 


Applicable 
Rate 
Levels 


(5) 
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Co d 
Text Co Appliceble 


Publications Titles Identification Identificetion Rate 


Number Number Level s 


(2) (3) (4) (5) 





GROUP V. ADMINISTRATIVE AND CLERICAL — Continued 


COMMISSARYMAN *Commissaryman 3 & 2 NavPers 91441-1D 
(CS) 10279-D 
*Commissaryman 1 & C NavPers 91443-2D 
10280-E 

Armed Forces Recipe NavSup P-7 
Service 

Food Operations NavSup 421 
Reference Manual 
(Sec. D) 

Manual of Naval Pre- NavMed 
ventive Medicine P-5010-1 
(Chapter 1) 

Food Operations NavSup 421 
Reference Manual 
(Sec. F) 

NavSup Manual, Vols. 

III and VIII 
(Chapter 7) 

Food Operations NavSup 421 
Reference Manual 
(Sec. C) 


NavSup Manual, Vol. 
III (Chapters 3, 4, 


9) 

Navy Correspondence SecNavInst 
Manual 5216.5A 

NavSup Manual, Vol. 10980-B5 
III 





JOURNALIST (JO) *Journalist 3 & 2 NavPers 91452-1B 
10294-B 


*Journalist 1 & C NavPers 91453 
10295 


Armed Forces News NavExos 
Style Guide (1) P-2456 





(1) Revision to be a NavSo publication; use when available 
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JOURNALIST (JO) 


Publications Titles 


(2) 


U.S. Navy Public 
Affairs Regulations 
(General content 
and Part A, Chapter 
1; Part B; Part D, 
Chapter 2, Sec. 4) 


(Part A, Chapters 
2, 3 and para A4501 
thru A4508; Part C, 
Chapter 2; Part D, 
Chapter 1 and para 
D-2207; and Part F) 


NavSecurity Manual 
(Chapters 4, 6, 
11) 
(Chapter 10) 


Department of the Navy 
Publications and 
Printing Regulations 


Shipboard Procedures 
(Chapter 15) 


Armed Forces Newspaper 
Handbook (1) 


U.S. Navy Public 
Affairs Regulations 


Armed Forces Radio and 
Television Broadcast 
Guide 3rd ed. 


Photographer's Mate 1 & 
C (Chapter 9) 


Manual of Naval 
Photography (Scope 
and general content) 


Applicable SECNAV, 
OPNAV, and CHINFO 
Instructions, 
notices, and 
directives of the 
5700 series 


Organization Planning 
for Naval Units 


(1) Revision to be a NAVSO publication; use when available. 


Text 
Identification 
Number 


(3) 


GROUP V. ADMINISTRATIVE AND CLERICAL — Continued 


Navso 
P-1035 


OpNavInst 
5510.1C 


NavExos P-35 
(Revised) 


NWP 50 (A) 
NavExos 


P-2062 


NavSo 
P-1035 


NavPers 
10375-A 


OpNavinst 
3150.6C 


NavPers 
18371A 


Correspondence 


Course 
identifi cetion 
Number 


(4) 
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LITHOGRAPHER (LI) 


348-676 O - 69 - 7 


Publications Titles 


(2) 


Text 
Identification 


Number 
(3) 


GROUP VI. MISCELLANEOUS 


*Lithographer 3 & 2 


*Lithographer 1 & C 


Navy Security Manual 
(Chapters 2, 4, 6, 
7, 12) 
(Chapter 8) 


Department of the 
Navy Publications 
and Printing 
Regulations 


Publications and 
Printing Manual 


(through Change 9) 


Government Printing 
and Binding Regula- 
tions (Current 
edition) 


Department of Navy 
Safety Precautions 
for Shore Activities 
(Chapters 2, 14, 

15, 17, 18, 20) 


Safety Precautions 
for Photographic 
Personnel 


Navy Correspondence 
Manual 


Shipboard Procedures 
(Parts I, III) 


Guide to Forms 
Management 


Disposal of Navy and 
Marine Corps 
Records 


— — c 


NavPers 91471-1A 


10452-A 


NavPers 91475-1E 


10454-A 


OpNavInst 
5510.1C 


NavExos P-35 
(Revised) 


NavPub Inst 
P5600.5 


t 


Joint Committee 
on Printing 


NavSo P-2455 


NavWeps 
10-1-764 


SecNavInst 
5216.5A 
NWP 50 (A) 
ΑΟ Inst 
5213.31 


SecNavInst 
5212.5B 
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Co d 
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Publications Titles ο AA Identificetion Rote 
umber Number Levels 


(2) (3) (4) (5) 





GROUP VI. MISCELLANEOUS — Continued 


MUSICIANS (MU) Basic Music NavPers 
(Chapters 1 through 15667-C 
10, less pp. 57-59, 
and App. 5, 6, 8) 
(App. 7) (drummers 
only) 
(App. I) (plus pp. 
57-59) 
(App. 3) 
(App. 2 and 4) 


Harmony, NavPers 
(Chapters 1 through 10007-A 
4) 


(Chapters 5 through 
8 
(Chapters 9 through 


13) 
(Chapters 14 through 
18) | 
How to Care for Your C. G. Conn, Ltd., 
Instrument Elkhart, Ind. 
Navy Song Book NavPers 
(Songs no. 1 and 5) 15047-A 


(Table of Commonly 
Used Chords) 


Navy Regulations 
(Chapter 21) 


Armed Forces Song Folio Depts. of Army, 

(Series) Navy and Air 
Force 

Scoring for Band Lang (Mills Music 
Parts 1 & 2 Inc.) 
Parts 3 & 4 

Landing Party Manual OpNav 
(1960) (Chapter 3, P34-03 
less Sec. X; Chapter 
5, Sec. IV) 

Allowance List, NavPers 
Musical Instruments, 15875-B 


Accessories, and 
Supplies for Navy 
Bands 
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Co d 
Text ος id Applicable 


Identification Identification Rate 


Publications Titles 


Number Number Levels 


(2) (3) (4) 





GROUP VI. MISCELLANEOUS — Continued 


MUSICIANS (MU) Enlisted Transfer NavPers 
(Continued) Manual (Chapter IX 15909-B 

(9.11) 

Bureau of Naval 4205.1B or 
Personnel Instruction superseding 

directive 

Composing for the Jazz Russo (U. of 
Orchestra (Chapters Chicago Press) 
1, 18-21, 26, 27) 

Public Affairs Regula- NavSo P-1035 
tions (Articles 
B1201; B1304.1, pp. 

87, 88, 97; B2103; 
B2203.2; B2703; 
D1401.12; D1402.2h; 
D1801.4) 

Bureau of Naval NavPers 
Personnel Manual 15791-A 
(Articles C11101, 

C11105, C12301, 
C12302, C12303) 
(Articles A1216; 
D2301; D2303, 4, 5, 
6) 

Armed Forces Hymnal 

Manual For Use in NavPers 
Preparation and 91961 
Administration of 
Practical Performance 
Tests, Chapters I, 

VI. 

Manual of Qualifica- Nav Pers 
tions for Warrant 18455 
Officers, USN 

In-Service Application NavPers 
and Examination for 759 
School of Music 

Use of Copyrighted SecNavInst 
Material in Navy 5870.1 
Publications, series 


Motion Pictures, 
Audio and Video 
Tapes and Similar 
Works 
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Identificetion 


Publications Titles identifi cetien 





MUSICIANS (MU) 


(Continued) 


ILLUSTRATOR 


DRAFTSMAN (DM) 





(2) 


Number 
(3) 


GROUP VI. MISCELLANEOUS — Continued 


NavSup Manual, Vol. 
II (Arts. 25155; 
25156 (1), (2), (3a, 
b); 25158) 


Navy Funerals at 
Arlington Cemetery 


Manual of Qualifica- 
tions for Limited 
Duty Officers USN 


Navy Correspondence 
Manual 


NavSup Manual, Vol. 
III (Arts. 35046 (1), 
(2), (3), (48, b, c) 


*Illustrator Draftsman 
3&2 


*Ilustrator Draftsman 
1&C 


Basic Machines 
(Chapters 1-6) 


Navy Security Manual 
(Chapters 2, 4, 6, 
7 and 12) 


Blueprint Reading and 
Sketching 


Illustrator Draftsman 
1 & C (Chapter 4) 


Lithographer 3 & 2 
(Chapters 1, 2) 
(Chapters 3, 4, 8) 


Engineering Aid 1 & C 
(Chapter 6) 


Organization Planning 
for Naval Units 
(Chapter 4) 


NavPers 
15956 


NavPers 
18564 


SecNavInst 
5216.5 series 





NavPers 
10469 


NavPers 
10470 


NavPers 
10624-A 


OpNavInst 
5510.1C 
NavPers 


10077-C 


NavPers 
10470 


NavPers 
10452-A 
NavPers 


10635 


NavPers 
18371-A 


Number 


(4) 


91488-1 


91489-1 


91223-3 
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Text Course 
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Number Number 








(2) (3) (4) 


f GROUP VI. MISCELLANEOUS — Continued 























ILLUSTRATOR Pencil Drawing Step by A. L. Guptill 





DRAFTSMAN (DM) Step (Part II) 
(Continued) Commercial Art S. Ralph Maurello 
Techniques 










Giesecke, Mitchell 
and Spencer 


Technical Drawing, 4th 
Ed. (Chapters 1-9, 

11, 14-17, 20, 21, 

27, and 29) 





or 


Engineering Drawing, 
9th Ed. (Chapters 
1-9, 14, and 22) 


French & Vierck 







GROUP VII. ENGINEERING AND HULL 


MACHINERY *Machinery Repairman NavPers 91507-2A 
REPAIRMAN (MR) 3&2 10530-C 


*Machinery Repairman | NavPers 91509-2A 
1&C |j 10531-B 


Machinery Repairman NavPers 
3 & 2 and Machinery | 10530-31 
Repairman 1 & C (Supp) 
Supplement 


Basic Machines NavPers 91230-F 
10624-A 


Basic Handtools (metal NavPers 
working skills only) 10085-A 


Blueprint Reading and NavPers 
Sketching (Chapters 10077-C 
1-3, 6) 


NavShips Technical 
Manual (Chapter 
9003, 9310) 


NavShips Technical 
Manual: (Chapters 
9004; 9880, Sec. 


II) 
(Chapter 9910) 
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Correspondence 


Text 
Identification πο 


l 
Number wt E im 


(2) (3) (4) 


Publications Titles 





GROUP VII. ENGINEERING AND HULL — Continued 


MACHINERY Engineering Duty NavPers 
REPAIRMAN (MR) Officer (General) 10814-B 
(Continued) (Chapter 14) 


Damage Control Published by 
Assistant’s Handbook BuPers 
(Pers C42) 


Engineering Administra- NavPers 10992-A1 
tion 10858-D 





BOILERMAKER (BR) *Boilermaker 1& C (1) NavPers 91515-1 E-6, E-7 
10537-A 

NavShips Technical E-6 
Manual (Chapters 
9310, 9920) 

Welding & Brazing MLD-STD 00248B E-6 
Procedures & | (Ships 8 Jan 
Performance Testing | 68) 

Maintenance and | OpNav E-6 
Material Management | 43P2 
(3-M) Manual | 
(Chapters 1-6) (1) | 

NavShips Technical E-7 
Manual (Chapters 
9003; 9004; 9880, 
Sec. III) 

NavShips Technical E-8 
Manual (Chapter 
9580, Sec. I) 

Engineering Administra- NavPers E-8 
tion (Chapters 5, 6, . 10858-D 
10) 

Engineering Administra- NavPers 10992-A1 E-9 
tion 10858-D 

Engineering, Operation NavPers 10935-B E-9 
and Maintenance 10813-B 





(1) To be replaced by NP-10537-B about November 1969. 
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Correspondence 
Text Course 
Publications Titles Identification Identification 


Numbor Number 
(2) (3) (4) 





GROUP VII. ENGINEERING AND HULL — Continued 

























BOILERMAN (BT) *Boilerman 3 & 2 NavPers 91512-3 
10535-E 91511-2 
*Boilerman 1 & C NavPers 91514-3A 
10536-D 
Blueprint Reading and NavPers 
Sketching (Chapters 10077-C 
1-3) 
Engineering, Operation NavPers 10935-B 
and Maintenance 10813-B 


NavShips Technical 
Manual (Chapter 9003) 


NavShips Technical 10936-6 
Manual (Chapter 9880, 
Sec. III) 


Engineering Administra- | NavPers 
tion (Chapters 8, 10, 10858-D 
12) | 


NavShips Technical 
Manual (Chapters 9510, 
9550, 9560, 9930) 


Engineering Administra- NavPers 10992-A1 
tion 10858-D 
Damage Control Published by 
Assistant's Handbook BuPers (Pers 
C42) 
Shipboard Procedures NWP 50 (Α) 

















MACHINIST'S MATE *Machinist's Mate 3 & 2 NavPers 91502-2B 
(MM) 10524-C 
*Machinist’s Mate 1 & C NavPers 91504-F 










10525-C 


NavPers 
10085-A 










Basic Handtools (metal 
working skills only) 


NavPers 
10624-A 





Basic Machines 
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MACHINIST'S MATE 
(MM) 
(Continued) 





ENGINEMAN (EN) 


Publications Titles 


(2) 


Identification 


l 
Number — * 


(3) (4) 


GROUP VII. ENGINEERING AND HULL — Continued 


Blueprint Reading and 
Sketching (Chapters 
1-3) 


Fluid Power 


NavShips Technical 
Manual (Chapters 
9420, 9460) 


NavShips Technical 
Manual (Chapter 
9410, secs. I, IIT) 


Engineering, Operation 
and Maintenance 


NavShips Technical 
Manual (Chapter 9880) 


Engineering Administra- 
tion (Chapters 4, 5, 
6, 8, 10, 11) 

NavShips Technical Manual 
(Chapters 9410, secs. 
I, III; 9420; 9490; 
9590; 9930) 


Engineering Administra- 
tion 


Damage Control 
Assistant’s Handbook 


Shipboard Procedures 


*Engineman 3 & 2 


*Engineman 1 & C 


Fluid Power (Chapters 
1-4) 


NavPers 
10077-C 


NavPers 
16193-A 


NavPers 
10813-B 


10936-6 
10937 


NavPers 
10858-D 


NavPers 
10858-D 


Published by 
BuPers 
(Pers C42) 


NWP 50(A) 


NavPers 91519-2A 


10541-A 
NavPers 91521-H 
10543-C 


NavPers 
16193-A 
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Correspond 
Text ο οσο Applicable 
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Publications Titles Identification Identification 


Number Number 
(2) (3) (4) 





GROUP VII. ENGINEERING AND HULL — Continued 


ENGINEMAN (EN) 
(Continued) 


ELECTRICIAN’S 
MATE (EM) 


Basic Handtools (metal 
working skills only) 


Blueprint Reading and 
Sketching (Chapters 
1-3, 6) 


NavShips Technical 
Manual (Chapter 
9880, sec. II) 


Engineering 
Administration 
(Chapters 1, 2, 5, 
6, 7, 8) 


Engineering Operation 


and Maintenance 
(Chapters 7, 8, 
11, 14, 15, 16, 17, 
18) 


Fluid Power 


NavShips Technical 
Manual (Chapters 
9540; 9880, secs. 
1, 3; 9460 less 
secs. 3, 4) 


Engineering 
Administration 


*Electrician’s Mate 3 
& 2 


*Electrician’s Mate 1 
& C 


Basic Handtools 


Basic Electricity 


Basic Electronics 
(Chapters 1, 2, 3, App 3-7) 
(Chapters 5, 6, 7, 17) 


NavPers 
10085-A 


NavPers 
10077-C 


NavPers 


10858-D 


NavPers 
10813-B 


NavPers 
16193-A 


NavPers 
10858-D 





NavPers 
10546-B 


NavPers 
10547-B 


NavPers 
10085-A 


NavPers 


10086-A 


NavPers 
10087-B 


91223-3 


10439 


91524-1D 


91526-1C 


91228-1E 


91224-E 
91226 
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Layout Sheet - NavPers 10052 





MATE (EM) 
(Continued) 





I.C. ELECTRICIAN 
(IC) 


Publications Titles 


(2) 


Text 
Identification 
Number 


(3) 


Correspondence 
Course 
Identification 
Number 


(4) 


GROUP VII. ENGINEERING AND HULL — Continued 


Blueprint Reading and 
Sketching (Chapters 
4, 5) 


Maintenance and 
Material Management 
(3-M) Manual 
(Chapters 1, 2, 3) 


NavShips Technical 
Manual (Chapter 9450, 
secs. I, II, III, 

IV (Parts 3, 4, 5); 
9810, sec. III) 


NavShips Technical 
Manual (Chapter 
9880, secs. II, III) 


Engineering Administra- 
tion, 


Ship Exercises 


NavShips Technical 
Manual (Chapters 
9600, 9610, 9621, 
9622, 9630, 9640) 


I.C. Electrician 3 & 2 


*I.C. Electrician 3 & 2 


*[.C, Electrician 1 & C 


Basic Electricity 


Basic Electronics 
(Chapters 1-10; 17; 
App. 3-7) 


Basic Handtools 


NavShips Technical 
Manual (Chapters 
9880, sec. II Part 8); 
(9650); 

(9003; 9004» 9450, 
secs. 1, 2, 3; 9610; 
sec. II; 9610; 9621; 
9622) 


NavPers 
10077-C 


OpNav 
43P2 


NavPers 
10858-D 


FXP-3 (C) 


NavPers 10558 


/--/--/--/--/--/--/--/--/-ἠ/--/--/ 


NavPers 
10558 


NavPers 
10557-C 


NavPers 
10086-A 


NavPers 
10087-B 


NavPers 
10085-A 


Applicable 
Rate 


Levels 


(5) 


E-4 

E-4 

E-5 

E-7 
10992-A1 E-8 

E-8 

E-8 
91529-1 E-8 

--/--/ἠ-/-- 

91529-1 E-4, E-5 
91531-1 E-6, E-7 
91224-E E-4 
91226 

E-4 
91228-1E E-4 

E-4 

E-5 

E-7 
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Publications Titles 


(2) 








Correspondence 
Course 
Identificetion 
Number 
(4) 


Tex: 
Identification 


Appliceble 
Rote 
Levels 


(5) 


Number 
(3) 


GROUP VII. ENGINEERING AND HULL — Continued 


I.C. ELECTRICIAN 
(IC) 
(Continued) 


Blueprint Reading and 
Sketching (Chapters 
4, 5) 


Maintenance and 
Material Management 
(3-M) Manual 
(Chapters 1, 2, 3) 


NavShip Technical 
Manual (Chapters 
9240, sec. I, Part 
1) 


Engineering Administra- 
tion 


Electrician's Mate 3 & 
2 


ή 


Ship Exercises 


/--/--/--/- 


MASTER CHIEF 
ELECTRICIAN'S 
MATE (EMCM) 


NavShips Technical 
Manual (Chapter | 
9690) 


I. C. Electrician 1 & 
C (EMCS) 


Electrician's Mate 1 & 
C (ICCS) 





SHIPFITTER M 
(METALSMITH) 


*Shipfitter 3 & 2 


*Shipfitter 3 & 2 and 
1 & C Supplement 


Basic Handtools 
(metal working 


skills only) 


NavShips Technical 
Manual (Chapters 
9390, sec. II; 
9880, sec. II) 


NavShips Technical 
Manual (Chapter 
9930, pars. 313- 
316) 


51 


/--/--/- 





NavPers 
10077-C 


OpNav 
43P2 


NavPers 10992-A1 


10858-D 
NavPers 91524-1D 
10546-A 


FXP-3 (C) 
/--/--/--}--/--; 





NavPers 91531-1 
10557-C 

NavPers 91526-1C 
10547-B 

NavPers 91535-1D 


10595-Α 


NavPers 
10595- 
96 (Supp) 


NavPers 
10085-A 
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Correspond 
Text Conse | Appliceble 


Publications Titles Identification identification Rate 


Number Number Levels 


(2) (3) (4) 





GROUP VII. ENGINEERING AND HULL — Continued 


SHIPFITTER M Welding & Brazing MIL-STD 00248B Ε-δ 
(METALSMITH) Procedures & (Ships 8 
(Continued) Performance Testing Jan 68) 
Blueprint Reading and NavPers E-5 
Sketching (Chapters 10077-C 
1-3, 8, 9) 
SHIPFITTER P *Shipfitter 3 & 2 NavPers 91535-1D E-4, E-5 
(PIPEFITTER) 10595-A 
*Shipfitter 3 & 2 and NavPers 10595- E-4, E-5 
1 & C Supplement 96 (Supp) 
Basic Handtools (metal NavPers E-4 
working skills 10085-A 
only) 
NavShips Technical E-4 
Manual (Chapters 
9880, sec. II; 
9930, par. 313-316) 
NavShips Technical | E-5 
Manual (Chapter 
9390, sec. I) 
Welding & Brazing Pro- MIL-STD 00248B E-5 
cedures & (Ships 8 
Performance Testing Jan 68) 
Blueprint Reading and NavPers 91223-3 Ε-δ 
Sketching (Chapters 10077-C 
1-3, 8, 9) i 
SHIPFITTER (SF) *Shipfitter 1 & C NavPers 91542-B E-6, E-7 
10596-A 
*Shipfitter 3 & 2 and NavPers 10595- E-6, E-7 
1 & C (Supplement) 96 (Supp) 
Blueprint Reading and NavPers E-6 
Sketching (Chapters 10077-C 
6, 8) 
NavShips Technical E-6 


Manual (Chapters 
9390, 9480, 9920, 
9930) 


0-0-0-0-0-0-0-0-0-0-0-0-0-0-0-0-0-0-0-0-0-0-0-0-0 


52 


NDW- TPD-5602/3 





Layout Sheet - NavPers 10052 


Publications Titles 


(2) 





Correspondence 
Course 
identification 
Number 


(4) 


Text 
Identificetion 


Number 
(3) 





DAMAGE CONTROL- 
MAN (DC) 


/--/--/--/- 


MASTER CHIEF 
DAMAGE CONTROL- 
MAN (DCCM) 





GROUP VII. ENGINEERING AND HULL — Continued 


*Damage Controlman 3 & 
2 (1) 


*Damage Controlman 1 & 
C (2) 


Basic Handtools 


Blueprint Reading and 
Sketching (Chapters 
1, 3) 


NavShips Technical 
Manual (Chapters 
9880, sec. II, 
9930; 9770) 


Disaster Control (Ashore 
and Afloat) 


NavShips Technical 
Manual (Chapters 
9880, 9900) 


NavShips Technical 
Manual (Chapter 
9070) 


Maintenance and 
Material Management 
(9-M) Manual 


Damage Control 
Assistants Hand- 
book 


Damage Controlman 3 & 
2 (For SFC only (1) 


Shipfitter 3 & 2 and 

SF 3 & 2 and 

1 & C Supplement 

(DCC only) 
/--/--/--/--/- 
Engineering 

Administration 


Engineering, Operation 


and Maintenance 


(1) To be replaced by NP 10571-F about October 1969 
(2) To be replaced by NP 10572-E about September 1969 
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NavPers 91544-2D 


10571-E 


91546-1E 


NavPers 
10572-D 

NavPers 91228-1E 

10085-A 


NavPers 
10077-C 


NavPers 
10899-B 


OpNav 
43P2 


Published by 
BuPers (C42) 


NavPers 
10571-E 


NavPers 
10595-A and 
10595-96 
(Supp) 

/--/--/ 

NavPers 
10858-D 





--|/--/--/ 
10992-A1 


NavPers 10935-B 


10813-B 


NDW- TPD-5602/3 
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MASTER CHIEF 
DAMAGE CONTROL- 


MAN (DCCM) 
(Continued) 


PATTERNMAKER 


(PM) 


-ο-ο-ο- 
MOLDER (ML) 





Publications Titles 


(2) 


Correspondence 
Course 
identifi cation 
Number 
(4) 


Text 
Identificetion 


Appliceble 
Rate 
Levels 


(5) 


Number 
(3) 


GROUP VII. ENGINEERING AND HULL — Continued 


Damage Controlman 1 & 
C (1) (For SFCS only) 


Shipfitter 1 & C and 
SF 3 & 2 and 
1 & C Supplement 
(For DCCS only) 


*Patternmaker 3 & 2 


*Patternmaker 1 & C 


Blueprint Reading and 
Sketching (Chapters 
1-3, 6) 


Maintenance and 
Material Management 
(3-M) Manual 
(Chapters 1-4) 


Foundry Manual 
(Chapters 1, 4-9) 


NavShips Technical 
Manual (Chapter 
9004) 


Foundry Manual 


Maintenance and 

Material Management 

(3-M) Manual 

(Chapters 5, 6) 
-0-0-0-0-0-0-0 


*Molder 3 & 2 


070-4 


*Molder 1& C 


Basic Handtools (metal 
working skills only) 


Maintenance and 
Material Management 
(39-M) Manual 
(Chapters 1-4) 


(1) To be replaced by NP 10572-E about September 1969 


NavPers 
10572-D 


NavPers 
10596-A 
and NavPers 
10595-96 (Supp) 





91549-1A 


NavPers 
10578-B 

NavPers 91551-A 

10579-A 


NavPers 
10077-C 


OpNav 
43P2 


NavShips 
250-0334 


NavShips 
250-0334 


OpNav 
43P2 





OoO-O - 070 7° OF O7070= q 


NavPers 91554-1C 


10584-B 
NavPers 91556-1A 
10585-B 


NavPers 
10085-A 


OpNav 
43P2 


NDW- TPD-5602/3 
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Co d 
Text em ES Applicable 


Publications Titlos Identification Identification Rato 


Number Number Levels 


(2) (3) (4) 





GROUP VII. ENGINEERING AND HULL — Continued 


MOLDER (ML) Foundry Manual NavShips 
(Continued) (Chapters 1, 4-9) 250-0334 


Blueprint Reading and NavPers 
Sketching (Chapters 10077-C 
1-3) 


NavShips Technical 
Manual (Chapter 
9004) 


Foundry Manual NavShips 
250-0334 
-0-0-0-0-0-0-0-0-0-0-0-0-0t10-0-0-0o-0oj- 


SENIOR CHIEF Molder 3 & 2 (For PMC NavPers 91554-1C 
MOLDER (MLCS) only) 10584-B 


Patternmaker 3 & 2 NavPers 91549-1A 
(For MLC only) 10578-B 
[--/--/--/-4¢/--/--[--/--1-¢l--1--/ --/--/ 


MASTER CHIEF Molder 1 & C (Former : NavPers 91556-1A 
MOLDER (MLCM) PMC only) | 10585-B 


Patternmaker 1& C NavPers 91551-A 
(Former MLC only) 10579-A 





GROUP VIII. CONSTRUCTION 


BUILDER (BU) *Builder 3 & 2 NavPers 91584-2A 
10648-E 


*Builder 1 & C NavPers 91586-2A 
10649-D 


Basic Handtools (Parts NavPers 91228-1E 
I; II, secs. 2, 4) 10085-A 


Blueprint Reading and NavPers 91223-3 
Sketching (Chapters 10077-C 
1-3, 10) 


Maintenance of Water- NavDocks 
front Facilities MO-104 


Building Maintenance - NavDocks 
Structures MO-111 


Building Maintenance- NavDocks 
Painting MO-110 
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GROUP VIII. CONSTRUCTION — Continued 


BUILDER (BU) Bullding Maintenance- NavDocks 
(Continued) Roofing MO-113 
Seabee Planner's and NavDocks 
Estimator's Hand- P-405 
book 
Steelworker 3 & 2 NavPers 91589-1D 
10653-D 
Engineering Aid 3 & 2 NavPers 91564-3 
10634-A 
Maintenance Management NavDocks 
of Public Works and P-321 
Public Utilities 
Inspection for NavDocks 
Maintenance of Public P-322 


/--/--/--/- 
STEELWORKER (SW) 





Works and Public 
Utilities (Vols. I, 
IV) 


E P P E E 


*Steelworker 3 & 2 


*Steelworker 1 & C 


Basic Handtools (less 
Part II, sec. 4) 


Blueprint Reading and 
Sketching (Chapters 
1, 2, 3, 9) 


Builder 3 & 2 


Engineering Aid 3 & 2 


Maintenance Management 
of Public Works 
and Public Utilities 


Inspection for 
Maintenance for 
Public Works and 
Public Utilities 
(Vols. I, IV) 


/--/--/--/--/--/ 


NavPers 
10653-D 


NavPers 
10654-C 


NavPers 
10085-A 


NavPers 
10077-C 


NavPers 
10648-E 


NavPers 


10634-A 


NavDocks 
P-321 


NavDocks 
P-322 


91589-1D 


91591-1D 


91228-1E 


91584-2A 


91564-3 
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Co d 
Text Co Appliceble 


Identification 


Rete 


identifi coti 
ΕΤ Levels 


Number Nomba: 
(2) (3) (4) 


Publications Titles 





GROUP VIII. CONSTRUCTION — Continued 


STEELWORKER (SW) Building Maintenance- NavDocks 
(Continued) Painting MO-110 
Building Maintenance- NavDocks 
Structures MO-111 
Building Maintenance- NavDocks 
Roofing MO-113 
Seabee Planner’s and NavDocks 
Estimator’s Hand- P-405 
book 
/--/--/--/-Η/--/--/--/--/-Ε/--/--/--Ι/--/--/ 
ENGINEERING AID *Engineering Aid 3 & 2 NavPers 91564-3 
(EA) 10634-A 
*Engineering Aid 1 & C NavPers 91566-2A 
| 10635 (1) 
Blueprint Reading and NavPers 91223-3 
Sketching (less 10077-C 
Chapter 5) | 
Basic Handtools NavPers 91228-1E 
i 10085-A 
Drawings and Specifica- NavDocks 
tions DM-6 
Builder 3 & 2 NavPers 91584-2A 
10648-E 
Steelworker 3 & 2 NavPers 91589-1D 
10653-D 
Maintenance Management NavDocks 
of Public Works and P-321 
Public Utilities 
Inspection for NavDocks 
Maintenance of 4) P-322 
Public Works and 
Public Utilities 
(Vols. I, IV) 
Building Maintenance- NavDocks 
Painting MO-110 
Building Maintenance- NavDocks 
Structures MO-111 
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GROUP VIII. CONSTRUCTION — Continued 


ENGINEERING AID Building Maintenance- 

(EA) Roofing 

(Continued) 

Seabee Planner’s and 
Estimator’s Hand- 
book 

/--/--/--/- 

MASTER CHIEF 

CONSTRUCTIONMAN 

(CUCM) 


Naval Construction 
Forces Manual 


Navy Public Works 
Management 


Steelworker 1 & C 
(For BUCS and EACS) 


Builder 1 & C (For 
EACS and SWCS) 


Engineering Aid 1 & C 
(For BUCS and SWCS) 


EQUIPMENT * Equipment Operator 3 ἃ 

OPERATOR (EO) 2 

*Equipment Operator 1 & 
C 

Navy Drivers’s Handbook 


Management of 
Transportation 
Equipment (Chapters 


1, 2) 


Management; Utilization 
of Engineer 
Construction Equip- 
ment 


Management of 
Transportation Equip- 
ment 


Testing and Licensing 
of Construction 
Equipment Operators 


Construction Mechanic 
3&2 





(1) NavPers 10635-A will replace about July 1969 


/--/--/--/-- 
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NavDocks 
MO-113 


NavDocks 
P-405 


/-|-/--/--/- 
Naval School 
CECOS, Port 


Hueneme 


NavPers 
10893-B 


NavPers 
10654-C 


NavPers 
10649-D 


NavPers 
10635 (1) 


NavPers 
10640-E 


NavPers 
10641-E 


NavFac 
MO-403 


NavDocks 
P-300 


TM 5-331 


NavDocks 


P-300 


NavDocks 
P-306 


NavPers 
10644- E 


/--/--ή--/-- 





10141 -Α2 


91591-1D 


91586-2A 


91566-2A 


91574-2D 


91576-2D 


91579-1C 


— mee u— Lu 
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Correspond 
Text Cae | Applicable 


g μάνα identification Rate 
umber Number Levels 


(2) (3) (4) 


Publications Titles 





GROUP VIII. CONSTRUCTION — Continued 


EQUIPMENT Seabee Planner’s and NavDocks E-8 
OPERATOR (EO) Estimator’s Handbook P=405 
(Continued) (Chapters 1; 2; 3; 
4; 5; 7, Part III; 8) 
Joint Procedures for OpNav E-8 
Management of P-44-2 
Administrative Use 
Motor Vehicles 
Appropriation Cost and NavComptMan Vol. E-8 
Property Accounting 9 
(Chapter 7) 
/--/--/--/-1/--/--/--/-5-/-.ξ/--/}--/--|/5-/--/}-7-- 
CONSTRUCTION *Construction Mechanic NavPers 91579-1C E-4, E-5 
MECHANIC (CM) 3&2 10644-E 
*Construction Mechanic NavPers 91581-2B E-6, E-7 
1&C 10645-C 
Basic Handtools (Parts NavPers 91228-1E E-4 
I; II, secs. 5, 6) 10085-A 
Basic Machines (Chapters NavPers 91230-F E-4 
1-9, principles only) 10624-A 
Steelworker 3 & 2 NavPers E-4 
(Chapters 5, 6, 7) 10653-D 
Management of NavDocks E-6 
Transportation P-300 
Equipment (Chapter 2) 
Equipment Operator 3 & NavPers 91574-2D E-8 
2 10640-E 
Seabee Planner’s and NavDocks E-8 
Estimator’s Handbook P-405 
(Chapters 1, 2, 4, 8) 
Management of NavDocks E-8 
Transportation P-300 
Equipment 
Joint Procedures for OpNav E-8 
Management of P-44-2 
Administrative Use 
Motor Vehicles 
Appropriation Cost and E-8 


Property Accounting 
(Chapter 7) 


NavComptMan Vol. 
9 


[4d --4d--4--4d--44--4eÓÁA d.e 
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GROUP VIII, CONSTRUCTION — Continued 


Naval Construction 
Forces Manual 


Naval School 
CECOS, Port 


MASTER CHIEF 
EQUIPMENTMAN 


(EQCM) 


CONSTRUCTION 
ELECTRICIAN (CE) 





Navy Public Works 
Management 


Seabee Planner’s and 
Estimator’s Handbook 


Equipment Operator 1 & 
C (For CMCS only) 


Construction Mechanic 
1 & C (For EOCS only) 


*Construction 
Electrician 3 & 2 


*Construction 
Electrician 1 & C 


Basic Electricity 
(less chapters 18, 
19) 


Basic Handtools (less 
Part II, secs, 3, 
4) 


Blueprint Reading and 
Sketching (Chapters 
1-5) 


Exterior Lighting 


Fundamentals of 
Telephony 


Utilitiesman 3 & 2 

Electric Power 
Distribution Systems 
Maintenance 


Advanced Base 
Electrical and 


Communications Systems 
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Hueneme 


NavPers 
10893-B 


NavDocks 
P-405 


NavPers 
10641-E 


NavPers 
10645-C 


NavPers 
10636-F 


NavPers 
10637-C 


NavPers 
10086-A 


NavPers 
10085-A 


NavPers 
10077-C 


TM 5-680-E 
TM 11-678 


NavPers 
10656-E 


NavDocks 
MO- 200 


NavDocks 


TP-PL-16 


10741-A2 


91576-2D 


91581-2B 





91569-2C 


91571-1E 


91224-E 
91226 


91223-3 


91594-2kE 


E-4, Ε-5 


E-6, E-7 


E-4 
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GROUP VII. CONSTRUCTION — Continued 


CONSTRUCTION Operation of Electric ` NavDocks 
ELECTRICIAN (CE) Power Distribution ΜΟ-201 
(Continued) Systems 

Inspection for NavDocks 

Maintenance of Public P-322 

Works and Public 

Utilities (Vols, 1, 

2, and 3) 

Seabee Planner’s and NavDocks 

Estimator’s Hand= Ῥ-405 

book (Chapters 1, 

2, 4, 7, 8) 
/-.-./--/--/-ἠ1{/--5/--}/--/-5-/-ξ/--/}--7}--|/--/--/}}-7/-- 
UTILITIESMAN (UT) *Utilitiesman 3 & 2 NavPers 91594-2B E-4, E-5 

10656-E 
*Utiliiesman 1 & C NavPers 91596-2A Ε-6, E-7 
10657-D 
Basic Handtools (metal NavPers E-4 
working skills only) | 10085-A 
Blueprint Reading and NavPers Ε-δ 
Sketching (Chapters 10077-C 
1-3, 7, 10) 
Construction NavPers 
Electrician 3 & 2 10636-F 
Building Maintenance- NavDocks 
Plumbing, Heating MO-114 
and Ventilation 
Building Maintenance- NavDocks 
Air Conditioning ΜΟ-115 
and Refrigeration 
Building Maintenance- NavDocks 
Electrical ΜΟ-116 
Water Supply Systems NavDocks 
MO-210 
Inspection for NavDocks 
Maintenance of Public P-322 


Works and Public 
Utilities (Vols. 1, 


2, 3) 
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GROUP VIII. CONSTRUCTION — Continued 


UTILITIESMAN (UT) Seabee Planner’s and 

(Continued) Estimator’s Hand- 
book (Chapters 1; 2; 
4; 7, Parts II, ΠῚ; 


8 
ο ο oe 
MASTER CHIEF Seabee Planner’s and NavDocks 


UTILITIESMAN Estimator’s Hand- P-405 
(UTCM) book 


Utiliiesman 1 & C NavPers 91596-2A 
(For CECS only) 10657-D 


Construction NavPers 91571-1E 
Electrician 1 & C 10637-C 
(For UTCS only) 


Navy Public Works NavPers 10741-A2 
Management 10893-B 


Naval Construction | Naval School 
Forces Manual CECOS, Port 
Hueneme 





GROUP IX, AVIATION 


AVIATION * Aviation Machinist's NavPers 91582-A E-4, E-5 
MACHINIST'S Mate J 3&2 10341-A 
MATE JET (ADJ) 
* Aviation Machinist's NavPers 91587-B E-6, E-7 
Mate J1 &C (1) 10343-B 


Basic Electricity NavPers E-4 
(Chapters 1, 3, 7) 10086-A 


Basic Handtools (less NavPers 91228-1E E-4 
Sec. IV) 10085-A 


Blueprint Reading and NavPers E-4 


Sketching (Chapters 10077-C 
1, 2, 4, 6) 


Fluid Power (Chapters NavPers 
1-4) 16199-Α 
-0-0-0-0-0-56-0-0-0-o-o-o-oF-o-o-o-o-ol-o-o-o-p 


AVIATION *Aviation Machinist’s NavPers 91368-A 
MACHINIST'S Μεῖθ Ε 3& 2 10342 

MATE 

RECIPROCATING *Aviation Machinist's NavPers 91608-2 
(ADR) MateR1&C 10344-A 





(1) When available about September 1969 
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GROUP IX. AVIATION—Continued 


Aviation Machinist's 
Mate R Supplement 


Basic Electricity 
(Chapters 1, 3, 7) 


Fluid Power (Chapters 
1-4) 


Basic Handtools (less 
Sec. IV) 


Blueprint Reading and 
Sketching (Chapters 
1, 2, 4, 6) 


-0-0-7-0-2-0-0-0*-0 


Navy Security Manual 


Engineering and Tech- 
nical Services; 
policy and pro- 
cedures for 


Jet Engine Accident 
Investigations 


Aircraft Support Equip- 
ment General 
Handling and Safety 
Manual 


Procurement of Safety 
Posters, Magazines, 
etc.; procedures for 


Navy Safety Pre- 
cautions for Shore 
Activities (Chapters 
2-4, 14) 


Aviation Structural 
Mechanic E 3 & 2 


Aviation Structural 
Mechanic H 3 & 2 


Aviation Structural 
Mechanic S 3 & 2 


Aircrew Survival 
Equipmentman 3 & 2 
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NavPers 
10342-44 
(SUPP) 


NavPers 
10086-A 


NavPers 

16193-A 
NavPers 91228-1E 
10085-A 


NavPers 
10077-C 





ο”-ο”-ο”- ο-οο”ο”ο” ϱ 


OpNavinst 10975-B1 
5510.1C 


NavAirInst 
4350.2 
(series) 


NW 00-80T-87 


NW 00-80T-96 


NavAirInst 
5100.1 
(series) 


NavSo P=2455 


NavPers 91622-1A 


10309-B 
NavPers 91365-1 

10310-A 
NavPers 91364-A 

10308-B 
NavPers 91639-1C 
10358-C 
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SENIOR CHIEF 
AVIATION 
MACHINIST’S 
MATE (ADCS) 
(Continued) 
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AVIATION 
STRUCTURAL 
MECHANIC E (Safety 
Equipment) AME 


AVIATION 
STRUCTURAL 
MECHANIC H 
(Hydraulics) 
AMH 
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Number 
(3) 


GROUP IX. AVIATION — Continued 


Aviation Maintenance 
Administrationman 
3 & 2 


Naval Aircraft 
Maintenance Program 


/--/--/--/--/- 
* Aviation Structural 
Mechanic E 3 & 2 


* Aviation Structural 
Mechanic E1& C 


Basic Electricity 
(Chapters 1, 3) 


Basic Handtools (metal 
working skills only) 


Fluid Power (Chapters 
1-4) 


Blueprint Reading and 
Sketching (Chapters 


Rocket Catapults and 
Rocket Motors for 
Aircrew Escape 
Systems 


Cartridge and Cart- 

ridge Activated 

Devices for Air- 

craft and Associated 

Equipment 
-0-0-0-0-0-0-0 
* Aviation Structural 

Mechanic H 3 & 2 


* Aviation Structural 
Mechanic H1 & C 


Basic Handtools (metal 
working skills only) 


Basic Electricity 
(Chapters 1, 3) 
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NavPers 
10309-B 


NavPers 
10312-A 
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10086-A 
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10085-A 


NavPers 
16193-A 


NavPers 
10077-C 


NavAir 
11-85-1 


NavAir 
11-100-1 


0-0-0-0-0 
NavPers 
10310-A 


NavPers 
10313-A 


NavPers 
10085-A 


NavPers 
10086-A 


Number 
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91498-B 


--/--/ 


91622-1Α 


91366-A 


91228-1E 


91223-3 
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Levels 
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- / = uu 
E-4, E-5 


E-6, E-7 


E-4 


E-4 
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E=-5 


E-4, Ε-δ 


E-6, E-7 


E-4 


E-4 
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AVIATION Blueprint Reading and NavPers 91223-3 
STRUCTURAL Sketching (Chapters 10077-C 
MECHANIC H 1, 2, 3) 
(Hydraulics) (Chapter 4) 
AMH 
(Continued) Fluid Power NavPers 10439 
16193-A 
-0-0-0-0-0-d-0-0-0-0-0-0-040-0-0-o-o -ο-ο- 
AVIATION * Aviation Structural NavPers 91364-B E-4, E-5 
STRUCTURAL Mechanic S 3 & 2 10308-B 
MECHANIC S 
(Structures) * Aviation Structural NavPers 91650-1B E-6, E-7 
AMS Mechanic S1 & C 10311-A 
Basic Handtools (metal NavPers 
working skills only) 10085-A 
Fluid Power (Chapters NavPers 
1-4) 16193-A 
Basic Electricity NavPers 
(Chapters 1, 3) 10086-A 
Blueprint Reading and NavPers 91223-3 

Sketching (Chapters 10077-C 

1, 2, 3) 

(Chapter 4) 

(Chapters 9, 10) 
-0-0-0-0-0-d-0-0-0-0-0-0-040-0-0-0-0|-0-0o-o-q 
SENIOR CHIEF Navy Security Manual OpNavinst 10975-B1 
AVIATION STRUC- 5510.1C 
TURAL MECHANIC 
(AMCS) Engineering and Tech- NavAirInst 

nical Services; 4350.2 

policy and pro- 

cedures for 

The Progressive Air- BuWepsInst 
craft Rework (PAR) 4710.1C 
Program 

Corrosion Control for NW 01-1A-509 
Alrcraft 

Alrcraft Support Equip- NW 00-80T-96 

ment General 

Handling and Safety 

Manual 

Procurement of Safety NavAirInst 
Posters, Magazines, 5100.1 
etc.; procedures for (series) 
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GROUP IX. AVIATION — Continued 


SENIOR CHIEF Aviation Machinist's NavPers E-8 
AVIATICN STRUC- Mate J 98 2 10341-A 
TURAL MECHANIC 
(AMCS) Aviation Machinist's NavPers 91368-A E-8 
(Continued) MateR 3 & 2 10342 
Navy Safety Pre- NavSo E-8 
cautions for Shore P-2455 
Activities (Chapters 
2-4, 9, 10, 13, 14, 
20) 
Aviation Maintenance NavPers 91498-B E-8 
Administrationman 10391-A 
9862 
Naval Aircraft NavAirInst E-8 
Maintenance Program 4700.2 
series) 
due um Ad RE A C LE νο LL LP S ely 
MASTER CHIEF Management Improve- | BuWepsinst. E-9 
AIRCRAFT MAINTE- ment | 5200.21 
NANCEMAN (AFCM) | 
Navy Manpower NavAirInst, E-9 
Validation Program; | 5312.2 
Support of | 
Naval Aircraft | OpNaviInst, E-9 
Maintenance Program 9400.5 
(series) 
Navy Maintenance and OpNavinst, E-9 
Material Management 4700.16 
System (series) 


AIRCREW 
SURVIVAL EQUIP- 
MENTMAN (PR) 


* Aircrew Survival 
Equipmentman 3 & 2 


* Aircrew Survival 
Equipmentman 1 & C 


Safety and Survival 
Equipment for Naval 
Aviation 


Parachute Manual 

Aviation-Crew Systems 
Inflatable Survival 
Equipment 


Aviation-Crew Systems 
Personnel] Parachute 


NavPers 
10358-C 


NavPers 
10360-C 


NavAir 


00-80T-52 


NavWeps 
13-5-501 


NavAir 
13-1-6.1 


NavAir 
13-1-6.2 


91639-1C 


91606-1C 


E-4, E-5 


E-6, E-7 
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AIRCREW Survival Training Guide 
SURVIVAL EQUIP- 
MENTMAN (PR) 


(Continued) 


Naval Aircraft 
Maintenance Program 
(Chapter 7) 

(AH) 


Navy Security Manual 


Procurement of Safety 
Posters, Magazines, 
etc.; procedures for 


Maintenance Handbook 
for Altitude Train- 
ing Rapid 
Decompression 
Chamber (949) 


Utilization Handbook 

For Altitude Train- 

ing Rapid 
Decompression Chamber 
(9A9) 


Navy Safety Precautions 
for Shore Activities 
(Chapters 2-4, 9, 10, 
13, 14, 20) 


Engineering and 
Technical Services; 
policy and pro- 
cedure for 


Aviation Structural 
Mechanic E 3 & 2 
(Chapters 12, 13, 
14, 15) 

(Chapters 9, 10) 


Aviation Structural 
Mechanic E1 & C 
(Chapter 8) 
(Chapters 9, 10) 


Cartridges and 
Cartridge Activated 
Devices for Aircraft 
and Associated Equip- 
ment 

Naval Aircraft 
Maintenance Program 


Navy Aircraft Accident, Inci- 
dent, and Ground Accident 
Reporting Procedures 


NavWeps 
00-80 T-56 

NavAirInst 
4700.2 
(Series) 


OpNaviInst 
9510.1C 


NavAirInst 
5100.1 
(series) 


Nav Exos 
P2240 


Nav Exos 
P2241 


Navso 
P2455 


NavAirInst 
4350.2 
(series) 


NavPers 
10309-B 


NavPers 
10312-A 


NavAir 
11-100-1 


NavAirInst 
4700.2 
(series) 


OpNavinst 
3750.6E 
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GROUP IX, AVIATION — Continued 


*Aviation Maintenance 
Administrationman 
3&2 


* Aviation Maintenance 
Administrationman 
180 


Navy Security Manual 


Naval Aircraft 
Maintenance Program 
(Chapters 7, 8, 10, 
11, 12) 

(Chapter 16) 


Aviation 2-M Manual 
(Chapters I, II, 
IH, V, VII, VIII) 


Aircraft Accounting 
System 


Navy Correspondence 
Manual 


Navy Aircraft Engine 
Management Program 


Engineering and 
Technical Services; 
policy and procedures 
for 


Customer Service, O & R 
Department 


Naval Aircraft 
Maintenance Program 


Navy Safety Precautions 
for Shore Activities 
(Chapters 2-4, 9, 

10, 18, 14, 20) 


Work Simplifications 
for Naval Charts 


Aviation Storekeeper 
1 & C (Chapter 17) 


NavPers 91498-B 


10391-A 


NavPers 91499 
10392-A 


OpNavinst 10975-B 


5510.1C 


NavAiriInst 
4700.2 
(series) 


FSN 
0618-200-0100 


OpNavinst 
5442.2C 


SecNavinst 
5216.5A 


BuWepsInst 
13700.1A 


NavAirInst 
4350.2 
(series) 


BuWepsInst 
4710.7 


NavAirInst 
4700.2 
(series) 


Navso 
P2455 


NavPers 
18359-A 


NavPers 
10399-C 


Correspondence 


Identification 


Applicable 
Rate 
Levels 


(5) 
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GROUP ΙΧ, AVIATION — Continued 


Navy Safety Precautions 
for Shore Activities 
(Chapters 2-4, 9, 

10, 19, 14, 20) 


Navy Aircraft Accident, 
Incident and Ground 


Accident Reporting 
procedures 


Aircraft and Their 
Related Equipment 
and Material; pro- 
cedures for prepara- 
tion, distribution, 
incorporation and 
disposition of 


changes to 


Management Improvement 


Navy Manpower 
Validation 
Program; 
Support of 


Naval Aircraft Mainte- 
nance Program 


Navy Maintenance and 
Material Management 
System 


* Aviation Electrician's 
Mate 3 & 2 (1) 


* Aviation Electrician’s 
Mate 1 & C 


Basic Handtools (Part 
1, secs. 1, 2, 3; 
Part 2, secs, 1, 5, 

T) 


Basic Machines 
(Chapters 1-12, 15) 


Fluid Power 


(1) When available, about August 1969 
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OpNavinst 
3750.6E 


BuWepsInst 
19052-1Α 


BuWepsInst 
5200.21 


NavAirInst 
5312.1 


OpNavinst 
5400.5 
(series) 


OpNavinst 
4700.16 
(series) 


NavPers 91610-1E 


10348-C 
NavPers 91611-2B 

10349-B 
NavPers 91228-1E 
10085-A 


NavPers 
10624-A 


NavPers 
16193-A 


Identification 


Appliceble 
Rate 
Levels 


(5) 
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(Continued) 
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Text 
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Number 
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GROUP IX. AVIATION — Continued 


Basic Electricity 


Blueprint Reading and 
Sketching (Chapter 


9) 
(Chapter 6) 


Handbook Installation 
Practices for Air- 
craft Electric and 
Electronic Wiring 


Basic Electronics 
(Chapters 1-3, 5, 
6) 

(Chapters 4, 7, 8, 
9, 10) 


Naval Aircraft 
Maintenance Program 


Aircraft Support 
Equipment General 
Handling and Safety 
Manual 


Procurement of Safety 
Posters, Magazines, 
etc.; procedure for 


Radio-Frequency 
Hazards Manual 


Aircraft and Their 
Related Equipment 
and Material; pro- 
cedures for pre- 
paration, 
distribution, 
incorporation and 
disposition of 


changes to 
Navy Security Manual 
Guide for the Handling 


and Control of 
Classified Matter 


NavPers 
10086-A 


NavPers 
10077-C 


NavAer 
01-1Α-505 


NavPers 
10087-B 


NavAirInst 
4700.2 
(series) 


NavWeps 
00-80T-96 


NavAirInst 
5100.1 


NavAir 
16-1-529 


BuWepsInst 
13052.1A 


OpNavInst 
5510.1C 


OpNavinst 
5510.49A 


Correspondence 
Course 
Identification 
Number 


(4) 


91224-E 
91226 


10975-Bl1 


Applicoble 
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(Continued) 
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GROUP IX, AVIATION — Continued 


Technical Inspection 
Manual-The Quality 
Control Chart 
Technique (Vol, 1, 
Bec. 2) 


Navy Safety Pre- 
cautions for Shore 
Activities (Chapters 
2-4, 9, 10, 13, 14, 
20) 


Engineering and 
Technical Services; 
policy and pro- 
cedures for 


Navy Correspondence 
Manual 


Aviation ASW Technician 
98 2 (1) 


Aviation Electronics 
Technician 3&2 (2) 


Aviation Fire Control 
Technician 3 & 2 
/--/--/--/--/- 
*Aviation Fire Control 
Technician 3 & 2 
(Chapters 1-14, 16- 
23) 


Blueprint Reading and 
Sketching (Chapter 


9) 
(Chapter 6) 


Basic Handtools 
Part 1, secs. 2, 3 
Part 2, sec. 7 


Basic Electricity 
(Part I, and 
Chapters 19-21) 
(Chapters 13-18) 


(1) When available, about July 1969 


(2 When available, about September 1969 


τι 


NavWeps 
00-15PA-2 


NavSo 
P2455 


NavAirInst 
4350.2 


SecNavInst 
5216.5 
series 

NavPers 91577-B 
10353-B 

NavPers 91613-2 
10317-D 

NavPers 91634-3 
10387 

/--/--/--/--/--/ 

NavPers 91634-3 
10387 


— 
E-4, E-5 


NavPers 
10077-C 


NavPers 91228-1E 


10085-A 


91224-E 
91226 


NavPers 
10086-A 
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AVIATION FIRE 
CONTROL 
TECHNICIAN (AQB) 
(Continued) 


AVIATION FIRE 
CONTROL TECHNI- 
CIAN (AQF) 


AVIATION FIRE 
CONTROL TECHNI- 
CIAN (AQ) 





GROUP IX, AVIATION — Continued 


Basic Electronics 
(Chapters 1-3, 5, 
6, 8, 10, 11, 15) 
(Chapters 4, 7, 16, 
17) 


Basic Machines 


Fluid Power 


*Aviation Fire Control 
Technician 3 & 2 
(Chapters 1-15, 18- 
23) 


Blueprint Reading and 
Sketching (Chapters 
4, 5) 


Basic Handtools 
(Part 1, Secs. 2, 3) 
(Part 2, Sec. 7) 


Basic Electricity (Part 
I, and Chapters 19 
through 21) 

(Chapters 13-18) 


Basic Electronics 
(Chapters 1-3, 5, 6, 
8, 9, 10, 11, 15) 
(Chapters 4, 7, 16, 
17) 


Basic Machines 


Fluid Power 


*Aviation Fire Control 
Technician 1 & C (1) 


Basic Electronics 


Blueprint Reading and 


Sketching (Chapters 
2, 9, 4, 6, 9) 


(1) When available, about September 1969 
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NavPers 
10087-B 


NavPers 
10624-A 


NavPers 
16193-A 


NavPers 
10387 


NavPers 
10077-C 


NavPers 
10085-A 


NavPers 
10086-A 


NavPers 
10087-B 


NavPers 
10624-A 


NavPers 
16193-A 


NavPers 
10390-B 


NavPers 
10087-B 


NavPers 
10077-C 


91228-1E 


91224-E 
91226 


91230-F 


10439 


91635=2 


10445=A 
10437 
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AVIATION FIRE 
CONTROL TECHNI- 
CIAN (AQ) 
(Continued) 





GROUP IX, AVIATION — Continued 


Navy Safety Pre- 
cautions for Shore 
Activities (Chapters 
2-4, 9, 10, 13, 14, 
20) 


Naval Aircraft 
Maintenance Program 


Aircraft Support Equip- 
ment General 
Handling and Safety 
Manual 


Procurement of Safety 
Posters, Magazines; 
etc,; procedure for 


Radio-Frequency 
Hazards Manual 


Aircraft and Their 
Related Equipment 
and Material; pro- 
cedures for 
preparation, 
distribution, 
incorporation and 
disposition of 
changes to 


Navy Security Manual 


Guide for the Handling 
and Control of 
Classified Matter 


Technical Inspection 
Manual-The Quality 
Control Chart 
Technique (Vol.1, 
Bec, 2) 


Engineering and 
Technical Services; 
policy and pro- 
cedures for 


Navy Correspondence 
Manual 


Navso 
P2455 


NavAirInst 
4700.2 
(series) 


NavWeps 
00-80T-96 


NavAirInst 
5100.1 


NavAir 
16-1-529 


BuWepsinst 
13052-1A 


OpNavinst 
5510.1C 


OpNavinst 
5510.49 
(series) 


NavWeps 
00-15PA-2 


NavAirInst 
4350.2 


SecNavInst 
5216.5 
(series) 


10975-B 


NDW- TPD-5602/3 


Layout Sheet - NavPers 10052 





AVIATION FIRE 
CONTROL TECHNI- 
CIAN (AQ) 
(Continued) 


/--/--/--/- 


AVIATION ELEC- 
TRONICS TECHNI- 
CIAN (ATR) 


AVIATION ELEC- 
TRONICS TECHNI- 
CIAN (ATN) 





Publications Titles 


(2) 


Correspondence 


Text 
Identification Course 


Applicable 


: Rate 
iden 
Number id — Levels 


(3) (4) (5) 


GROUP IX, AVIATION—Continued 


Aviation ASW Technician 


3&2 (1) 


Aviation Electrician's 
Mate 3 & 2 (2) 


Aviation Electronics 
Technician 3 ἃ 2 (9) 


* Aviation Electronics 
Technician 3 & 2 (9) 
(Chapters 1-15, 18- 
21) 


Fluid Power (Chapters 
1, 2) 


Handbook Installation 
Practices for Air- 
craft Electric and 
Electronic Wiring 


Basic Electricity 


Basic Handtools (Part 
1, secs, 2, 3) (Part 
2, sec, 7) 


Basic Machines 


Blueprint Reading and 


Sketching (Chapters 
4 and 5) 


Basic Electronics 
(Chapters 1-15, 17) 
(All) 


* Aviation Electronics 
Technician 3 & 2 (1) 
(Chapters 1-17, 19-21) 


Fluid Power (Chapters 
1, 2) 


Handbook Installation 
Practices for Air- 
craft Electric and 
Electronic Wiring 


/--/--/- 


(1) When available, about July 1969 
(2) When available, about August 1969 
(3) When available, about September 1969 


---- 
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NavPers 91577-B 


10353-B 
NavPers 91610-1E 
10348-C 
NavPers 91613-2B 
10317-D 
/--/--/--|/--/--, 
NavPers 91613-2 
10317-D 


NavPers 
16193-A 


NavAer 
01-1A-505 


91224-E 
91226 


NavPers 

10086-A 
NavPers 91228-1E 
10085-A 


NavPers 91230-F 


10624-A 


NavPers 
10077-C 


NavPers 
10087-B E-4 
E-5 


NavPers 
10317-D 


E-4, E=5 


NavPers 
16193-A 


NavAer 
01-1A-505 
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Text 
Identification 


Publications Titles Number 


Correspondence 
Course 
Identification 
Number 





AVIATION ELEC- 
TRONICS TECHNI- 
CIAN (ATN) 
(Continued) 


AVIATION ELEC- 
TRONICS TECHNI- 
CIAN (AT) 





(2) (3) 


GROUP IX, AVIATION — Continued 


Basic Handtools NavPers 
(Part 1, secs. 2, 3) 10085-A 
(Part 2, sec. 7) 

Basic Electricity NavPers 

10086-A 

Blueprint Reading and NavPers 
Sketching (Chapters 10077-C 
4, and 5) 

Basic Machines NavPers 

10624-A 

Basic Electronics NavPers 
(Chapters 1-15, 17) 10087-B 
(All) 

*Aviation Electronics NavPers 
Technician 1 & C 10318-C 

Mathematics, Vol. 3 NavPers' 
(Chapter 3) ; 10078 

Navy Safety Precautions NavSo 
for Shore Activities P2455 
(Chapters 2-4, 9, 

10, 13, 14, 20) 

Naval Aircraft NavAirInst 

Maintenance Program 4700.2 
(series) 

Aircraft Support Equip- NavWeps 
ment General 00-80T-96 
Handling and safety 
Manual 

Procurement of Safety NavAirInst 
Posters, Magazines, 5100.1 
etc.; procedure for 

Radio-Frequency NavAir 
Hazards 16-1-529 

Aircraft and Their BuWepsInst 
Related Equipment 13052.1A 


and Material; Pro- 
cedures for prepara- 
tion, distribution, 
incorporation and 
disposition of 


changes to 
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(4) 


91224-E 
91226 


91230-F 


10445-A 


91615-E 
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Text 
identification 
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Number 
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Number 
(3) 





AVIATION ELEC- 
TRONICS TECHNI- 
CIAN (AT) 
(Continued) 


/--/--/--/- 
AVIATION ANTI- 
SUBMARINE WAR- 
FARE TECHNICIAN 


(AX) 





GROUP IX, AVIATION — Continued 


Navy Security Manual 


Guide for the Handling 
and Control of 
Classified Matter 


Technical Inspection 
Manual-The Quality 
Control Chart 
Technique (Vol. 1, 
Bec, 2) 


Engineering and Tech- 
nical Services; 


policy and pro- 
cedures for 


Aviation ASW Technician 
3&2 (1) 


Aviation Electrician's 


Mate 3 & 2 (2) 
Navy Correspondence 
Manual 


Aviation Fire Control 
Technician 3 & 2 


/--/--/--/--/- 
* Aviation Anti-submarine 
Warfare Technician 
3&2 (1) 


* Aviation Anti-sub- 
marine Warfare 
Technician 1 & C 

Basic Electricity 

Basic Electronics 
(Chapters 1-8, 10- 
15) 

(Chapters 9, 16, 17) 

Basic Machines 

Basic Handtools, (Part 


1, Secs, 2, 3) 
(Part 2, secs. 7) 


(1) When available, about July 1969 
(2) When available, about August 1969 
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OpNavinst 10975-B1 


5510.1C 


OpNavinst 
5510.49 
(series) 


NavWeps 
00-15PA-2 


NavAirInst 
4350.2 


NavPers 91577-B 


10353-B 
NavPers 91610-1F 
10348-C 


SecNavInst 
5216,5 
(Series) 

NavPers 91634-3 

10387 


/--/--/--Ι/--/--/ 
NavPers 91577-B 
10353-B 


= / -- a 
E-4, Ε-δ 


NavPers 91697 


10354-A 


E-6, E-7 


91224-E 
91226 


NavPers 
10086-A 


NavPers 
10087-B 


NavPers 91230-F 


10624-A 
NavPers 91228-1E 
10085-A 
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Publicetions Titles 


(2) 





Text 
identification 


i 
Number UT 


(3) (4) 


GROUP IX, AVIATION — Continued 





AVIATION ANTI- 
SUBMARINE WAR- 
FARE TECHNICIAN 





Blueprint Reading and 
τ. (Chapters 






(AX) 
(Continued) Aviation 3-M Manual (1) 
(Chapters II, III, 


IV, VII) 


Naval Aircraft 
Maintenance Program 





Aircraft Support 
Equipment General 


Handling and Safety 
Manual 


Procurement of Safety 


Posters, Magazines, 
etc.; procedure for 


Radio-Frequency Hazards 
Manual 


Aircraft and Their 
Related Equipment 
and Material; pro- 
cedures for prepara- 
tion, distribution, 
incorporation and 
disposition of 


changes to 
Navy Security Manual 


Guide for the Handling 
and Control of 
Classified Matter 


Technical Inspection 
Manual-The Quality 
Control Chart 
Technique (Vol. 1, 
Sec, 2) 


Engineering and Tech- 
nical Services; 
policy and procedures 
for 


Aviation Electronics 
Technician 3&2 (1) 


(1) When available, about September 1969 
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NavPers 
10077=C 


FSN 
0618-200-0100 


NavAirInst 
4700.2 
(series) 


NavWeps 
00-80T-96 


NavAirInst 
5100.1 


NavAir 
16-1-529 


BuWepsInst 
13052-1A 


OpNavinst 
5510.1C 


10975-B1 


OpNavinst 
5510.49 
(series) 


NavWeps 
00-15PA-2 


NavAirInst 
4350.2 


NavPers 
10317-D 


91613.2 


NDW- TPD-5602/3 


Layout Sheet - NavPers 10052 





AVIATION ANTI- 
SUBMARINE WAR- 
FARE TECHNICIAN 
(AX) 

(Continued) 


/--/--/--/- 
MASTER CHIEF 
AVIONICS TECHNI- 
CIAN (AVCM) 





Publications Titles 


(2) 


Text 
Identification 
Number 


(3) 


GROUP IX. AVIATION — Continued 


Aviation Electrician’s 
Mate 3&2 (1) 


Aviation Fire Control 
Technician 3 & 2 


Navy Safety Precautions 
for Shore Activities 
(Chapters 2-4, 9, 10, 
13, 14, 20) 


Julie Training Manual 


Navy Correspondence 
Manual 


/--/--/--/--/- 
Aviation Storekeeper 1 
& C (Chapter 3) 


Management Improvement 


Navy Manpower 
Validation 
Program; Support 
of 


Navy Maintenance and 
Material Management 
System 


Handbook for Aircraft 
Accident Investiga- 
tion 


Navy Aircraft Accident, 
Incident, and 
Ground Accident 
Reporting Procedures 


Aviation Electronics 
Technician 1 & C 


Aviation Fire Control 
Technicdianl& C (2) 


Aviation Electrician’s 
Matel&C 


Aviation ASW Technician 
1&C 


(1) When available, about September 1969 
(2) When available, about August 1969 


NavPers 
10348-C 


NavPers 
10387 


NavSo 
P2455 


NavWeps 
00-80T-83 


SecNavinst 

5216.5 

(series) 
/--/-- 
NavPers 

10399-C 


BuWepsInst 
5200.21 


NavAirInst 
5312.1 


OpNavInst 
4700.16 
(series) 


NavWeps 
00-80T-67 


OpNavInst 
3750.6E 


NavPers 
10318-C 


NavPers 
10390-B 


NavPers 
10349=B 


NavPers 
10354-A 
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Correspondence 
Course 
Identification 
Number 


(4) 


91610.1E 


91634-3 


91615-E 


91635-2 


91611-2B 


91697 


Applicoble 
R 
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AVIATION ANTI- 
SUBMARINE WAR- 
FARE OPERATOR 


(AW) 


AVIATION 
ORDNANCEMAN(AO) 





Publications Titles 


(2) 


—  r—MÀ— — — —— — — — τ... o E EE ΠΠ 


Correspondence 
urse 
Identif 
Number — * 


(3) (4) (5) 


Text 
Identification 


Appliceble 
Rate 
Levels 


GROUP IX, AVIATION — Continued 


Study Guide for 
Aviation Antisub- 


marine Warfare 
Operator Rating 


* Aviation Ordnanceman 
3&2 


* Aviation Ordnanceman 
1&C 


Blueprint Reading and 
Sketching 
(Chapters 5, 6) 


Basic Handtools (less 
sec, 4) 


Basic Electricity 
(Part I) 
(Chapters 19, 20, 21) 


Basic Machines 


Introduction to 
Electronics 


Ordnance Safety Pre- 
cautions 


Safety Posters, Magazines 
and other Safety Educa- 
tional Material; pro- 
cedures for procurement 
of 


Navy Security Manual 


Naval Aircraft Maintenance 
Program 


Ammunition Ashore 
Advanced Bases 


Expendable Ordnance 
(Ammunition) Data Re- 
porting Requirements 
for Minor CONUS 
Activities 
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NavPers 
10019 


E-4, E-5 
E-6, E-7 
E-8, E-9 


NavPers 91665-2 


10345-B 
NavPers 91662-1B 
10347-B 


NavPers 
10077-C 


NavPers 91228-1E 


10085-A 
NavPers 91224-E 
10086-A 


NavPers 91230-F 


10624-A 
NavPers 10444 
10084 


OP 3347 


NavOrdInst 
5100.1 
(Series) 


OpNavinst 10975-B1 


5510.1C 


NavAirInst 
4100.2 
(series) 


Op 5, Vol. 3 
SPCC Inst 


8015.16 
(series) 
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Co den 
Text ο NS Appliceble 


Publications Titles gie Identification Rete 
umber ‘Number Levels 


(2) (3) (4) (5) 





GROUP IX, AVIATION — Continued 



















AVIATION 
ORDNANCEMAN (AO) 
(Continued) 


Naval Airborne Ord- 
nance 


NavPers 
10826-B 















Navy Safety Precau- 
tions for Shore 
Activities (Chapters 

2-4, 9, 10, 13, 14, 20) 


NavSo 
P2455 














Navy Maintenance and 
Material Management 
System 






OpNavinst 
4700.16 












Conventional Ammuni- 
tion Distribution 
System; Policy; Pro- 
cedures and Responsi- 
bilities for 


SPCC Inst 
P8010.12 














Responsibility for 
Conventional Ammunition 
Inventory Management 

and Related Functions 



























AIR CONTROLMAN 
(AC) 


*Air Controlman 3 & 2 







NavPers 91676-1B 


10367-C 


E-4, Ε-δ 









*Air Controlman 1 & C NavPers 


10368-C 





91677-C E-6, E-7 













Terminal Air Traffic 
Control Handbook 





7110.8 E-4 thru 


E-7 
















Aeronautical Communi- 
cations and Pilot 
Services 









ATP 7300.7 
(Sects 400, 
600, 700) 


Ε-δ 








OPNAV Instructions ΑΡ referred to 
in applicable Navy 


Training Course 

















Certification and 
Rating 


ATP 7220.6 Secs. 
100, 200, and 
300 

















United States Standard 
for Terminal Instru- 
ment Procedures (TERPS) 


OpNavInst 
3722.16-A 










Facility Operation ATP 7230.1 


(Sect. 300) 










Holding Pattern 
Criteria 





ATP 7130.3 
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Publicetions Titles 





(2) 


Text 
identificatien 


Number 
(3) 


GROUP IX, AVIATION — Continued 


AIR CONTROLMAN National Aircraft 
(AC) Noise Abatement 
(Continued) Program 


Bureau of Naval Wea- 
pons Shore Facilities; 
Planning Standards 
Index 


Distance Standards and 
Policies for Airfields, 
Heliports and Seadromes 
Technical Planning 
Manual 


Standard Instrument 
Approach Procedures; 
General Instructions 


Concerning 


Navy Safety Precau- 
tions for Shore 
Activities (Chapters 
1, 2, 4, 15) 


Flight Inspection of 
Naval Shore-Based Air 
Navigational Aids, 
Approach Systems, and 
Air Ground Communica- 
tions Facilities 


Easement on Property; 
Granting of 





* Aviation Boatswain's 
Mate H 3 & 2 


AVIATION BOAT- 
SWAIN'S MATE H 
(ABH) 
* Aviation Boatswain's 
MateH1&C 


Basic Handtools 


Fluid Power (Chapter 
1-4) 


Aircraft Firefighting 
and Rescue Manual 


Basic Machines 


BuWepsInst 
11019.1 


NavWeps 
00-100-505 


NavAir 
00-100-503 


OpNavinst 
3722.4C 


NavSo 
P-2455 


BuWepsInst 
3721.3 


SecNavInst 
11011.21C 


NavPers 
10300-B 


NavPers 


10303-A 


NavPers 
10085-A 


NavPers 
16193-A 


NavAir 
00-80R-14 


NavPers 
10624-A 


Identification 
Number 
(4) 


91636-1C 


91638-1A 


91228-1E 





NDW- TPD-5602/3 


Layout Sheet - NavPers 10052 





AVIATION BOAT- 
SWAIN'S MATEH 
(ABH) 

(Continued) 


AVIATION BOAT- 
SWAIN'S MATE F 
(ABF) 


AVIATION BOAT- 
SWAIN'S MATE E 


(ABE) 





Publications Titles 


(2) 


Text 
Identification 


Number 
(3) 


GROUP IX, AVIATION — Continued 


Basic Electricity 
(Chapters 1, 21) 


Blueprint Reading and 
Sketching (Chapters 
1, 4, 6, 7) 


Aircraft Support Equip- 
ment General Handling 
and Safety Manual 


-O-0-7-0-0-0-0-70 


* Aviation Boatswain's 
Mate F 3 & 2 


*Aviation Boatswain’s 
Mate Fi &C 


Basic Handtools (metal 
working skills only) 


Basic Machines 


Fluid Power 
(Chapters 1-4) 


Blueprint Reading and 
Sketching 


Aviation Fuels and Their 
Effects on Engine 
Performance 


Fuel Contamination 
Information Manual 


Quality Control of 
Aviation Fuel 


-O-0-0-0-0-0*-0 


* Aviation Boatswain's 
Mate E 3 & 2 


*Aviation Boatswain’s 
Mate E1&C 


Fluid Power 


Basic Handtools (metal 
working skills only) 


— — — — — — — 


NavPers 
10086-A 


NavPers 
10077-C 


NavWeps 
00-80T-96 


ο”-ο”-ο”- ο”-ο-ο”- 02077)" 020 


NavPers 
10301-B 


NavPers 
10304-A 


NavPers 
10085-A 


NavPers 
10624-A 


NavPers 
16193-A 


NavPers 
10077-C 


NavAer 
06-5-501 


NavAer 
00-80T-74 


BuWepsInst 

10940.1 through 

10348.8 (series) 
ο-ο-ο-ο-οι- 
NavPers 

10302-B 


NavPers 
10305-A 


NavPers 
16193-A 


NavPers 
10085-A 


Correspondence 
Course 
Identification 
Number 
(4) 


91223-3 


91679-C 


91680-A 


91230-F 


91223-3 


0-o-o-bp 
91678-B 


91672-B 


10439 


91228-1E 


Appliceble 


Rate 
Levels 


(5) 





E-4, E-5 


E-6, E-7 


E-4 


E-4 


"0-0 
E-4, E-5 


E-6, E-7 


E-4 


NDW-TPD-5602/3 


Layout Sheet - NavPers 10052 





AVIATION BOAT- 
SWAIN'S MATE E 
(ABE) 

(Continued) 


SENIOR CHIEF 
AVIATION BOAT- 
SWAIN'S MATE 
(ABCS) 


/--/--/--/- 


MASTER CHIEF 
AVIATION BOAT- 
SWAIN'S MATE 
(ABCM) 





Publications Titles 


(2) 


Correspondence 


Text Course 
Identification Identification 


Number Number 
(3) (4) 


GROUP IX, AVIATION — Continued 


Basic Machines 


Blueprint Reading and 
Sketching (Chapters 
1-4, 6, 7) 


Bridle Hookup and 
Arrestation for Steam 
Catapults 


Naval Air Operations 


Safety Posters, Maga- 
zines, and other Safety 
Education Material; 
procurement procedures 
for 


Navy Safety Precautions 
for Shore Activities 
(Chapters 2-4, 9, 10, 
13, 14, 20) 


Aviation Boatswain's 
Mate 3 & 2 Course not 
previously studied 


/--/--/--/--/- 


Naval Aircraft Main- 
tenance Program 
(Chapters 1-5) 


U, S, Naval Communica- 
tons Instruction 
(Chapter 7) 


Navy Correspondence 
Manual 


NavSup Manual Vol. I 


Organization Guide for 
the Naval Weapons Shore 
Establishment 


Aviation Boatswain's 
Mate 1 & C Course not 
previously studied 


NavPers 91230-F 


10624-A 


NavPers 91223-3 


10077-C 


NavWeps 
00-80T-90 


0-0-0-0-0|-0-o-o-p 
NWP 41-C 


NavAirInst 
5100.1 


NavSo 
P-2455 


/--/--/--/--/--/ 


NavAirInst 
4700.2 (Series) 
OpNavInst 
5400.5C 


DNC 5 (C) 


SecNavInst 
5216.5A 


Chapter 1 


BuWepsInst 
5450.89 


Appliceble 
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Correspondence 
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Identificetion 
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Text 
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Number 
(3) 





GROUP IX, AVIATION — Continued 










AEROGRAPHER'S 
MATE (AG) 


*Aerographer’s Mate 
362 






* Aerographer's Mate 
1&C 






Manual of the Naval 
Weather Service 






Aerographer's Mate 1 & C 
(Chapters 14, 20, 21) 







Manual of Surface Ob- 
servations (WBAN) 
Circular N 


Manual of Synoptic Code 
(WBAN) 


Manual for Upper Wind 
Code (WBAN) 


Bathythermograph 
Observation 









Oceanography for Naval 
Meteorologists 






Navy Safety Precautions 
for Shore Activities 










Manual of Winds-Aloft 
Observations (WBAN) 
Circular O 






Manual for Radiosonde 
Code (WBAN) 










Manual of Radiosonde 
Observations (WBAN) 
Circular P 










U, 8. Naval Weather Ser- 
vice Computer Products 
Manual 






Weather Analysis in 
Tropical Regions 


Objective Prediction 
of 24-hour Tropical 
Cyclone Movement 











(1) When available, about July 1969 
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NavPers 91664-2A E-4, E-5 


10363-C 
91603-1 


NavPers E-6, E-7 


10362-A (1) 
OpNavinst E-4 

P-3140.32A 
NavPers E-4 
10362-A (1) 
NavAir E-4 


50-1D-505 
NavAir 
50-1 D=2 


NavAir 
50-1D-507 


H, O, 606C 
NW 60-1 P-547 
NavSo 
2455 
NavWeps 
50-1D-508 
NavAir 
50-1D-501 
NavAir 
50-1D-3 


NavAir 
50-1G-522 


ΝΑ 
50-1 P-534 


NA 
50-1 P-542 
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AEROGRAPHER’S 


MATE (AG) 
(Continued) 


PHOTOGRA PHER’S 


MATE (PH) 





Publicetions Titles 


(2) 


identificetien 


Number 
(3) 


GROUP IX, AVIATION — Continued 


Weather Briefing Manual 


Jet Streams of the 
Atmosphere 


Arctic Forecast Guide 


NavAir Instructions 
and Notices 


Naval Weather Service 
Technical Notes 


The Micro-Meteorology 
of Chemical Warfare 


*Photographer's Mate 3 & 2 


*Photographer's Mate 
1&C 


Manual of Naval 
Photography 


Safety Precautions for 
Photographic Personnel 


Storage and Preserva- 
tion of Photographic 
Film and Paper (Secs. 
I, II, III, IX) 


Naval Aircraft Main- 
tenance Program (Chapter 
8, secs, II, III) 


Photographic Technical 
Bulletins 


Basic Electricity (Part 
1 and Chapter 21) 


Introduction to 
Electronics 


Navy Safety Precautions 
for Shore Activities 
(Chapters 2-4, 9, 10, 
13, 14, 20 


NA 
50-1P-513 





NavPers 
10355 


NavPers 
10376-B 


OpNavInst 
P3150.6 
(series) 


NavWeps 
101-764 


NavWeps 
10-5-1 


NavAirInst 
4700.2 
series 


NavWeps 
10-1TB 
series 


NavPers 
10086-A 


NavPers 
10084 


Navso 
Ῥ-2455 


identifi cetion 
Number 
(4) 


91493-1 


91649-B 


91224-E 


10444 


E-8 


E-8 


E-9 


E-9 
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PHOTOGRAPHER'S 
MATE (PH) 
(Continued) 


TRADEVMAN (TD) 


Publications Titles 


(2) 


Text 
Identification 


Number 
(3) 


GROUP IX, AVIATION — Continued 


Naval Aircraft Main- 
tenance Program 


BuPers Manual 
(Article B-2111) 


Photographic Intelli- 


genceman 3 & 2 (Chapters 
9-13) 


BuPers Manual (Articles 
C-5301; C-5302; C-5303; 
C-5305; and C-5317) 


Image Interpretation 
Handbook 


*Tradevman 3 & 2 


*Tradevman 1 ἃ C 


Basic Handtools 


Basic Machines 


Basic Electricity 


Blueprint Reading and 
Sketching 


Projectionist’s Manual 
Basic Electronics 
(Chapters 1-5, 15) 


Digital Computer 
Basics 


Principles of Computer 
Simulation 


Basic Electronics 


Fluid Power 
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NavAirInst 
4700.2 
(Series) 


NavPers 
15791-A 


NavPers 
10369-A 


NavPers 
15791-A 


NavAir 
10-35-685 





NavPers 
10376-C 


NavPers 
10378-B 


NavPers 
10085-A 


NavPers 
10624-A 


NavPers 
10086-A 


NavPers 
10077-C 


NavPers 
91983-A 


NavPers 
10087-B 


NavPers 
10088 


NavExos 
P1248 


NavPers 
10087-B 


NavPers 
16193-A 


Correspondence 
Course 
Identification 
Number 


(4) 


91698-1B 
91699-B 
91228-1E 
91230-F 
91224-E 


91226 
91223-3 


10439 


Applicable 
Rate 
Levels 


(5) 
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Publications Titles 


(2) 


Co d 
Text “Course | Appliceble 
identification 


Identification 
Number Number 


(3) (4) 





TRADEVMAN (TD) 
(Continued) 


AVIATION STORE- 
KEEPER (AK) 





GROUP IX. AVIATION — Continued 


Terminal Air Traffic 
Control Handbook 


Training Device Guide 


Navy Safety Precautions 
for Shore Activities 
(Chapters 2-4, 9, 10, 
13, 14, 20) 


Safety Posters, Maga- 
zines, and Other Safety 
Education Materials; pro- 
curement procedures for 


Test Methods and Practices 
Handbook (Sec. 1 through 5) 


Training Device 
Developments 


Field Service Bulletins 


* Aviation Storekeeper 
3&2 


* Aviation Storekeeper 
1&C 


Storage and Materials 
Handling (Chapter 6) 


NavSup Manual, Vol. III 
(Chapters 3, 4, 5 and App) 


Navy Correspondence 
Manual 


NavCompt Manual 
Vol. 2 Chapter 2 
Vol. 8 Chapter 5, 6 
Vols. 2, 8 


Navy Stock List of 
Forms and Publications 


Naval Aviation Mainten- 
ance and Material Manage- 


ment Manual (Chapters I, IV) 





7110.8 


NavSo 
P-530 


Navso 
P=2455 


NavAirInst 
5100.1 


NavShip 
0967-000—-0130 


NavSo 
P-1300 
(Series) 


NavSo 
P-1550 
(series) 


NavPers 91674-C E-4, Ε-δ 
10398-C 


NavPers 91675-1B E-6, E-7 
10399-C 


NavSup P-284 
and P-284-1 


E-4 


Ε-4 


SecNavinst 
5216,5A 


NavSup 
P-2002 


FSN 
0618-200-0100 





NDW- TPD-5602/3 
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Identificetion 
Number 
(4) 





AVIATION STORE- 
KEEPER (AK) 


(Continued) 





PHOTOGRAPHIC 
INTELLIGENCEMAN 


(PT) 


GROUP IX, AVIATION — Continued 


Financial Management 
of Resources 


Milstamp 


Uniform Material Man- 
agement and Issue 
Priority System 


Department of Navy 
Standard Subject 
Identification Codes 

NavSup Manual, Vol. I 

NavSup Manual, Vol. II 


NavSup Manual, Vol. III 
(Chapters 1-6, 8) 


Disposal of Navy 
Marine Corps Records 


Naval Aircraft Main- 
tenance Program (Chap- 
ters 1, 2, 4, 7, and 11) 


Field Purchasing Manual 


Navy Security Manual 
(Chapter 4) 


Materials Handling 
Equipment Maintenance 
(Chapters 1, 2, 3) 


Storage and Material 
Handling 


*Photogr aphic Intelli- 
genceman 3 & 2 


* Photographic Intelli- 
genceman 1 & Ο 


Manual of Naval Photo- 
graphy (Chapters 1-4) 


Navy Security Manual 
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NavSo 
P-3013 


NavSup 
P-422 


OpNavinst 
4614.1C 


SecNavinst 
P5210.11A 
10978-Ab5 
10980-B4 
10983-A7 
SecNavInst 
5212.5 
NavAirInst 


4700.2 
(series) 


NavSup 
P467 


OpNavInst 
5510.1C 


NavSup 
Ρ-289 


NavSup P-284 
and P-284-1 





NavPers 91592-B 


10369-A 


E-4, E-5 


NavPers 91683-1 


10370-A 


E-6, E-7 


OpNavInst E-4 
Ρὸ1 60.6 
(geries) 


OpNavinst 
5510.1 
series 


NDW- TPD-5602/3 
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Publications Titles 


(2) 


identificetien 


Number 
(4) 





PHOTOGRAPHIC 
INTELLIGENC EMAN 
(PT) 

(Continued) 


AVIATION 
SUPPORT 
EQUIPMENT 
TECHNICIAN (AS) 





GROUP IX, AVIATION — Continued 


Standard Indexing Sys- 
tem for Aerial Photo- 


graphy 


Consolidated Subject 
Keys 


Navy Safety Precau- 
tions for Shore 
Activities 


Intelligence Subject 
Code 


Image Interpretation 
Handbook 


Air and AAW Exercises 


Intelligence Manual 
for the Operating Forces 


Air Reconnaissance and 
Surveillance Manual 


Operational Reports 


Aerographer's Mate 
3 ἃ 2 (Chapters 2-7) 


Naval Operational Plan- 
ning 


Alr Controlman 3 & 2 
(Chapter 7) 


Intelligence for Naval 
Officers 


* Aviation Support 
Equipment Technician 
E3&2 


* Aviation Support 
Equipment Technician 
M3&2 


* Aviation Support 
Equipment Technician 
H3& 2 
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OpNavinst 
3150.14 
(series) 


NavWeps 
10-35-661 


NavSo 
2455 
3rd, Ed, 1964 
NavAir 
10-35-68 
FXP-2B 
ONI 71-1 


NWIP 
41-4(A) 


NWIP 
10-1C 


NavPers 
10363-C 


NWP-11-A 


NavPers 

10367-C 
NavPers 10728-B 
10889-C 


NavPers 91410 


10314 


E-4, Ε-δ 


NavPers 91408 


10315 


E-4, Ε-δ 


NavPers 91409 


10316 





NDW-TPD-5602/3 


Layout Sheet - NavPers 10052 





AVIATION 
SUPPORT 
EQUIPMENT 


TECHNICIAN (AS) 


(Continued) 


HOSPITAL 


CORPSMAN (HM) 


Publications Titles 


(2) 


Text 
Identification 


Number 
(3) 


GROUP IX, AVIATION — Continued 


*Aviation Support 
Equipment Technician 
1&C 


Study Guide for AS 
Rating 


Aviation 3-M Manual 
Chapters I, II, III 
Chapters IV, VII 


NavPers 
10321 


NavPers 
10018 


0618-200-0100 


GROUP X, MEDICAL 


*Hospital Corpsman 
3&2 


*Hospital Corpsman 
1&C 


Nursing Procedures 


Handbook of the Hos= 
pital Corps, U.S. 
Navy (Chapters 2, 3, 
7, 13, 14, 15) 

(All) 


Manual of the Medical 
Department, U.S, Navy 
(Chapter 16) 

(A11) 


Navy Correspondence 
Manual 


Navy Directives 
System 


Applicable Instructions 
Notices of the Navy 
Directives System 


Decedent Affairs 


BuPers Manual, (Parts 
A, B, C) 


Enlisted Transfer Man- 
ual (Chapters 12, 21) 


NavPers 
10669-A 


NavPers 
10670-A 


NavMed 
P-5066 


NavMed 
P-9004 


SecNavinst 
5216.5A 


SecNavinst 
5215.1B 


(Change 2) 


BuMediInst 
9961 Β 


NavPers 
15791-A 


NavPers 
15909-A 


Correspondence 
Course 
Identification 
Number 


(4) 


91669-3 


91671-2 


Applicable 
Rate 
Levels 


(5) 


E-6, E-7 





E-4, E-5 


E-6, E-7 


E-4 





NDW- TPD-5602/3 
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Correspond 
Text Ceres | Applicable 


Identification Identification — 


Number Number Levels 


(3) (4) (5) 





GROUP Χ. MEDICAL — Continued 


HOSPITAL Medical Management of NavMed 
CORPSMAN (HM) Casualties in Nuclear P-5046 
(Continued) Warfare 


Writing Guide for NavPers 
Naval Officers 10009-A 


Navy Security Manual OpNav 10975-B1 
9510.1C 


Navy Disaster NavFacInst 
Control Guidance 3440.12 





GROUP XI. DENTAL 


DENTAL . *Dental Technician, NavPers 91681-1B 
T ECHNICIAN (DT) General 10686-C 91682-1B 


*Dental Technician, NavPers 91686-1C 
Prosthetic (1) 10685-C 91687-1D 


*Dental Technician, NavPers 1  91689-1C 
Repair (1) : 10687-8 


Preventive Dentistry NavMed 
P-5087 


Handbook of the Hos- NavMed 
pital Corps, U. S. P-5004 
Navy (Chapters 
13, 14, 15) 


Manual of the Medical NavMed 
Department, U, S. Navy P-117 


(Chapters 1, 6, 7, 8, 9, 
16) 
(Chapters 21, 23) 


Navy Correspondence SecNavInst 
Manual 5216.5A 


Basic Handtools (2) NavPers 
10085-A 


Department of Navy SecNavInst 
Standard Subject 5210.11A 
Identification Codes 


Applicable Instructions, 
Notices, and Publications 
contained in the Navy 
Directives System 





(1) Mandatory only for those DTs who are or will be in these specialties. These courses are in addition 
to those required for Dental Technician, General. 
(2) For Dental Technicians, Repair, only. 91 
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Publications Titles Identificetion Identification 
Number 
Number 


(2) (3) (4) 


Applicable 





GROUP XI, DENTAL — Continued 


DENTAL Navy Security Manual OpNavinst 10975-B1 
TECHNICIAN (DT) (Chapters 1, 2, 4, 6, 7, 5510.1C 
(Continued) 8, 9, 12, 14, 15) 


Manual for Advance- NavPers 
ment in Rate or Rating 15989 


Bureau of Naval NavPers 
Personnel Manual 15791-A 
(Parts B, C) 


Dental Administr a= NavPers 
tion 10483 


Instructions for the NavPers 
Naval Manpower Infor- 15642 
mation System-Part I 
(Active) 


Writing Guide for NavPers 
Naval Officers 10009-A 


Navy Disaster Control | NavFacInst 
Guidance (App. I) 3440.12 


Work Simplification NavPers 
for Naval Units 18359-A 





GROUP XII. STEWARD 





STEWARD (SD) *Steward 3 & 2 NavPers 91693-2E 
10694-C 


*Steward 1 & C NavPers 91696-F 
10695-C 


Steward 3 ἃ 2and1&C NavPers 
Supplement 10694/95 


(Supp) 


Food Operations Ref- NavSup 
erence Manual (Sec. D) 421 


Armed Forces NavSup 
Recipe Service P-7 


Manual of Naval Pre- NavMed 
ventive Medicine P-5010-1 
(Chapter 1) FSN 0510-027- 
0001 


92 
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Publications Titles 


(2) 


Correspondence 


Text 
identificetion —— 


Applicoble 
R 


! ate 
Number ο Cevoli 


(3) (4) 


GROUP XII. STEWARD — Continued 


STEWARD (SD) NavSup Manual Vol, IV Chapter 1 
Food Operations Ref- NavSup 
erence Manual (Sec. F) 421 
NavSup Manual Vol. II Chapter 7, Parts 
E; G; H; I 
Commissaryman 1 & C NavPers 
(Chapters 7, 8, 11, 12) 10280-E 
Accounting Handbook NavSo 
for Nonappropriated Funds P= 2409 
Manual for Messes Ashore NavPers 
15961 
Food Operations Ref- NavSup 
erence Manual (Sec. C) 421 
NavSup Manual, Vol. I Chapter 1 
Navy Correspondence SecNavinst 
Manual 5216.5A 
NavSup Manual, Vol, III 10980-B5 
SOSUS Study Guide (1) NavPers E-4, E-5 
(NEC 0411) for SOSUS 10026-C 


RADARMAN 
(NEC 0335) 


FIRE CONTROL 


TECHNICIANS 


(M) 
(TARTER) 
(TALOS) 
(TERRIER) 


Introduction to Sonar 
COSL/COSP 

OPORD (latest Series) (2 
ST 1C-Cs-08-20-68'7) 


ST 1C-Acoustical (2) 
Intelligence Report 


Study Guide for ECM 
Systems Specialists 





Study Guide for 
Specialized Parts of 
FTM Examinations 


NavPers 
10083 


NavPers E-4, E-5 


10130-B 
E-4, Ε-5 


E-4, Ε-δ 
E-4, E-5 





(POINT DEFENSE) 





NavPers 
10089 


(1) Classified — available only on a need-to-know basis, If not already received, request from Bureau of 
Naval Personnel (Pers C42). 
(2 Must be available locally. 93 
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